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EXECUTIVE SUMMARY 



A multidisciplinary team studied the potential atmospheric optical effects, 
ecological stresses, and reservoir damages that would result from the demolition of 
wellheads in Kuwaiti oil fields and from the discharge or ignition of oil from 
nonreservoir sources such as oil storage tank farms, man-made oil-filled trenches, 
pipelines, and oil tankers. Base-case and worst-case scenarios for the oil fields were 
considered: in the base-case scenario, 300 wellheads in Kuwait were destroyed and 
50% of these were ignited; in the worst-case scenario, all 900 wellheads were 
destroyed and 80% of these were ignited. The approach in this study was to 
perform a series of time-phased analyses, each stage of which generated not only 
inunediate results, but also the requisite inputs, or source terms, for the succeeding 
stage. Hence, reservoir analyses provided source terms for combustion analyses in 
addition to estimates of reservoir damage; combustion analyses defined combustion 
products, posed oil-filled trench issues, and provided source terms for atmospheric 
processes; atmospheric analyses generated potential optical effects and provided 
source terms for ecological analyses that, in turn, provided estimates of ecological 
stresses. 

Midday light levels are expected to be several orders of magnitude less than on a 
moonlit night due to extinction of sunlight by soot within a corridor tens of 
kilometers wide downwind (probably southeast) from burning trenches. Darkening 
under plumes from oil fields will vary from modest to more intense than darkening 
under plumes from the trenches. Maximum degradation of visibility is expected 
between ground level and 2 km altitude at distances of 5 to 30 km from the sources. 
Reduced visibility will exist over 100 km from the sources. Major degradation is 
also expected in the infrared region of the spectrum; consequently, electro-optical 
instrumentation will be affected. Use of a line source rather than a two-dimensional 
array of wells is a source of uncertainty (a factor of two or three in optical depth) in 
these estimates as are meteorological conditions. 

In all scenarios, airborne pollutants created by burning oil are not expected to 
produce major health effects in the large population centers, except possibly on a 
small number of sensitive individuals. Downwind of the fire trenches, pollutant 
concentrations may be sufficient to cause nausea and eye and respiratory system 
irritation in unprotected individuals. Oil spilled over the ground will kill vegetation 
and is a threat to shallow aquifers and coastal wells. Most vegetation is expected to 
recover within a year. Oil (77 times the amount of the Exxon Valdez spill) 
discharged from tankers, pipelines, or on-shore storage tanks into the Gulf will 
cause major damage to the marine ecology, to the fishing industry, and to 
desalination facilities in four countries. Detailed quantitative aspects of the damage 
are uncertain. 

Extensive, irremediable losses from reservoir damage are not expected. However, 
oil losses due to uncontrolled flow could amount to as much as 7 to 10 Mbbl/day in 
the worst-case scenario and 5 to 6 Mbbl/day in the base-case scenario. The number 
of wells affected and the time required to regain control of them are uncertain. 



5 



Given the Iraqi Pipeline to Saudi Arabia (IPSA) as the only source of oil,1.fir6; 
trenches can be filled in roughly 145 hours if there is no seepage. Based' on current ; 
estimates of oil seepage, the trenches may not be fillable simultaneously,; But 
preconditioning with oil to reduce seepage may allow them to be [filled; an^^ 
maintained at a full level. If the trenches contain no oil, IPSA-limited buhiirig^ban 
occur along trench feeder lines at about one-sixth the intensity of oil-filleld jtrer^ehes^^^ 
resulting in still significant concentrations of pollutants and degradation of * : 
Most uncertain are soil properties (seepage rates) from the Ranches arid -thl*v 
potential for use of added sources of oil (e.g., Southeast Field). 
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L INTRODUCTION 



The first objective of the preliminary analyses documented here was the 
determination of the reservoir damage from the demolition of wellheads in Kuwaiti 
oil reservoirs and the ecological stresses (ecostresses) from discharges from blown 
wellheads and nonreservoir sources such as oil storage tank farms, man-made oil- 
filled trenches, pipelines, and oil tankers. The second objective was to determine 
the optical characteristics of the atmosphere (a mixture of air, volatiles, combustion 
products, etc.) that would result from the discharge and combustion of oil from both 
reservoir and nonreservoir sources. Figure I-l is a simplified map of Kuwait 
showing reservoir and nonreservoir sources, some critical facilities that could be 
affected, and the probable direction in which combustion products would be blown. 




• OILFIELDS 
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Figure M. Map of Kuwait Showing Sources. 
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For reservoir sources, the results and reconimendations in this report refer to; the 
four cases, or scenarios, shown in Figure 1-2. 
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Figure 1-2. Selection Matrix for the Four Scenarios Considered in the Analyses. ^; 

i 

I 

The four scenarios were selected from the matrix above by identifying «; 

• The base-case scenario (#2) from among the nine combinations— demolition ^' 
of 300 wellheads (250 in the Southeast Field and 50 in the West Fieid)i vnth 
50% of these wells ignited^ ; ; . 

• The two extremes in terms of expected eeostresses^emolition of lOO w|5ll^. 
heads (80 in the Southeast Field and 20 in the West Field) with 80% ignited 
(#1, least environmental stress) and demolition of 900 wellheads • 
ignited (#3, greatest environmental stress); ^ 

• The scenario (#4) deenied likely to produce the greatest optical 
impact— demolition of 900 wellheads with 80% ignited. ' 



^ Reliable tourees suggested the bsM-case number of welb affected. 

^ Selection of the base-case scenario also used an expert's (Joe Bowden of Wild Well Control) estimate of the 
expected fraction of wells that might be ignited within a field. 



The worst-case scenarios, the 900-well scenarios, represent the successful demolition 
of every wellhead in the Kuwaiti (Southwest, West, and North) fields. The greatest 
ecostress occurs for the lowest fraction of ignited wells because unburaed oil is a 
greater ecological threat than the products of oil combustion. 

The results presented here, for both reservoir and nonreservoir sources, are more 
descriptive than prescriptive. Little effort has been made to examine and prescribe 
means for controlling or allaying reservoir damage and ecostresses. The 
recommendations include a discussion of the principal uncertainties (i.e., those that 
are likely to have the greatest impact on the results) and identify subsequent 
analyses to reduce these uncertainties. 
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II. APPROACH 



A multidisciplinary team performed the preliminaiy analyses needed for this report. 
Included in the team were project analysts with knowledge and experience in 
Petroleum Engineering (including Geomechanical and Reservoir Engineering), 
Combustion Engineering, Atmospheric Science, Chemical Physics, Ecology, 
Toxicology, Oil Well Control Technology, Intelligence Gathering, and Systems 
Analysis. 

Figure II-l shows the principal components of the projea and their interactions. 
Component analyses were necessarily staggered; reading from left to right in Figure 
IM gives a sense of the sequences in this 30-day study. 
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Figure II- 1, Project Components and Interactions. 

Reservoir sources are the reservoirs in all producing Kuwaiti fields. Nonreservoir 
sources include pipelines, gathering stations, tank farms, oil-filled trenches, and oil 
tankers. Pools are any collection of oil from reservoir and nonreservoir sources that 
is directly exposed to the environment and potentially threatens it. 

Reservoir, nonreservoir, combustion, atmospheric, and ecosystem analyses were 
performed in rapid time-phased fashion so that the results from each stage could be 
assessed for immediate impact and then quickly passed on in the form of inputs, or 
source terms, to succeeding stages. Hence, reservoir analyses provided estimates of 
reservoir damage and source terms — estimates of uncontrolled oil flow rates, gas-to- 
oil ratios, and oil droplet sizes — for pool and combustion analyses. Unignited pools, - 
including oil-filled trenches and oil mists generated by high-pressure blowout at 
wellheads, are a direct source to the atmosphere of organic volatiles, toxic gas, and 
respirable oil droplets. In this connection, the problem of filling trenches with oil 
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was also considered. Combustion analyses defined combustion product sources| to 
the atmosphere. Included were pollutant production rates and injection heights for 
burning wellheads, oil-filled trenches, and tank farms. Atmospheric analyses, 
provided estimates of concentrations of pollutants downwind of both burning^ and/ ' 
nonbuming sources. From these results, the scope and severity of optical effeSctiiv 
were estimated. Ecosystem analyses took account of estimated downwind 
atmospheric pollutant concentrations and, in conjunction with certaiii-limited- 
response data, estimated the expected threat to plant and human life. Large-scale 
oil discharges into the Persian Gulf were considered in terms of the threat tQ the 
marine ecosystem and also the threat to freshwater supplies generated at coastal 
desalination facilities in Kuwait and nearby countries. 
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III. RESULTS 



RESERVOIR ISSUES 



RESERVOIR DAMAGE 

If any of the well blowout scenarios occur, damage to the reservoir will be caused by 
the subsequent uncontrolled production in the form of lost oil (and gas) reserves, 
lost reservoir drive mechanism, and lost well produaivity from near-wellbore 
formation damage. The severity of the damage will depend on the number of 
blowouts in a given reservoir, the duration of uncontrolled production, the 
properties of the reservoir, and the properties of the crude oil. 

Lost Oil Reserves 

Appendix A lists the estimated production from blown wells in various 
representative regions of Kuwait. Most of Kuwait's production comes from the 
Burgan oil field in the southeast. With a large number of wells, tremendous well 
productivity, and strategic location, the Burgan wells are an attractive and likely 
target for destruction. If all the wells in this field are destroyed, 6.7 million barrels 
of oil (and 19 billion cubic feet of gas from the gas cap) will be lost each day in this 
field alone. If all wells in Kuwait are destroyed, these numbers rise to 10 million 
barrels of oil (and 28 billion cubic feet of gas) each day. This represents roughly 
0.01% of Kuwait's current estimated reserves (95 billion barrels of oil) lost each day, 
or 1% every 100 days. While this scenario is overly pessimistic, the permanent loss 
of oil and gas reserves can be significant to both the Kuwaiti economy and the 
environment. Table III-l lists lost reserves for various numbers of blowout wells. 
Worst-case and best-case scenarios are included for each number of blowout wells 
to give a range of possible losses. 

Table IIM. Rate of Oil (and Gas) Reserve Loss 



Number of Blowout Wells 



Damaee Scenario 
Worst Case* 
(no damage) 


Oil 
Gas 


100 
1.98 
5.92 


6.10 
18.20 


52? 
9.20 
26.00 


9Q0 

10.00 

28.10 


Best Case 
(damaged) 


Oil 
Gas 


1.59 
4.73 


4.84 
14.40 


7.25 
22.30 


7.25 
22.30 



Oil rate in millions of barrels per day 
Gas rate in billions of cubic feet per day 

♦ "Worst Case" from the perspective of loss of gas and oil reserves is when there is no 
damage to the casing or reservoir to restrict maximum flow. 
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Figure III-l shows losses of oil reserves under normal, control! ed-production 
conditions^ and under base-case (300 damaged wells), worst-case (900 undamaged 
wells), and best-case (100 damaged wells) conditions' assuming that these 
uncontrolled wells are gradually brought under control at a rate of 48 wells per year. 
This control rate is based on a reasonable estimate of the number of well-control 
crews that might be available and the mean time to control a well. 




0 1 2 3 4 5 

TIME (YEARS) 



Figure m-l. Estimated Reserve Loss. 
Lost Reservoir Drive Mechanism 

The loss of oil and gas reserves is accompanied by the loss of reservoir energy 
needed to produce the oil and gas. The degree of loss depends on the reservoir 
drive mechanism in a given reservoir. Figure ni-2 shows a qualitative comparison 
of the loss of reservoir drive energy for normal and uncontrolled production. As the 
reservoir pressure drops, the production from the wells also drops. When the 
pressure drops below the bubble point of the crude oil, gas comes out of solution in 
the reservoir. At the very high rates of production considered, the free gas will be 
produced, further reducing the pressure. Eventually, these wells will stop producing, 
as when all the air is let out of a tire. Once this occurs, efforts to raise reservoir 
pressure through gas or water injection are possible, but are very expensive. 



^ ControHed production takes place at fuUjr functioning wtUheadt; uncontrotlod production take* place when 
these wellheads are blown. 

' "Wont Case" from the perspective of loss of gas and oil reserves is when there is no damage to the casing or 
reservoir to restrict maximum flow, and "best case" is when damage to the easing or reservoir restricts 
maximum (uncontrolled) flow. 
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Figure 111-2. Loss of Reservoir Drive Mechanism. 

In the large Burgan oil field, a very strong water aquifer replaces 95% of the oil that 
is produced, thereby maintaining the average reservoir pressure. In about 20% of 
the reservoirs, however, only a small amount of water, if any, comes in from the 
aquifer as oil is produced, so reservoir pressure declines. These depletion-type 
reservoirs will be very sensitive to uncontrolled production, but quantitative 
estimates of depletion reservoir pressure drawdown depend on reservoir size, 
pressure, and productivity, and can be calculated during a follow-on to this project. 
Loss of these reservoirs would jeopardize 170,000 barrels of oil per day, or 10% of 
prewar production capacity. 

Lost Well Productivity 

The productivity of an oil well depends on the permeability of the near wellbore 
reservoir, the fluids in this region, and the condition of the tubulars in the well. The 
effect of uncontrolled production affects each of these areas and ultimately affects 
the temporal production characteristics of the well. Unfortunately, these effects are 
very difficult to quantify even when good data are available, so the following 
discussion is necessarily qualitative. Figure in-3 illustrates some of the effects of 
uncontrolled production. 



21 



DEPOSmON OF PARAFFINS 
AND ASPHALTENES 



CONING 




Figure ni-3. Well Loss Mechanisms. 

Permeability Damage. Damage to the near wellbore permeability can occur during 
uncontrolled flow because of asphaltene and paraffin deposition on the rock, casing, 
and tubing and because of rock collapse and fracture closure. The severity of both 
of these loss mechanisms depends on the fluid and rock properties and varies from 
well to well and reservoir to reservoir. 

Asphaltenes and paraffins are components of the crude oil that are deposited as 
temperature and/or pressure drops. A temperature drop occurs if large amounts of 
gas flow through the perforations into the casing. Both of these drops can cause the 
formation, casing, and tubing to be coated with a thick layer of waxy or tariy 
material that can inhibit the flow of oil and gas. 

With respect to the amount of reserves lost, deposition is actually beneficial, 
because the blowout production rate will decrease with time. However, long-term 
deposition may result in the loss of the well or extensive remediation to make it 
productive again. 

The likelihood of this scenario depends on the well. Some wells have asphaltene 
deposition problems, and their production is likely to decrease with time. Wells 
without this problem experience some paraffin deposition because Kuwaiti crude oil 
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is a waxy crude. As likely as deposition problems are, it is impossible to quantify 
them or depend on them to minimize lost reserves and reservoir drive. 

Another source of permeability damage is rock matrix collapse and fracture closure 
as the pressure drops near the wellbore. Many of the deeper reservoirs are known 
to have an abnormally high pressure. In these reservoirs, the pore pressure of the 
fluid in the rock helps to support the rock matrix. When the pore pressure drops, 
this support is removed and the rock matrix collapses. This provides a compaction 
drive mechanism that will slow the drop in reservoir pressure, but the resulting rock 
compaction decreases the permeability of the reservoir and is probably not 
reversible. Reservoirs with normal pressures will probably not experience a 
signiHcant rock compaction problem. 

Several of the reservoirs are known to be highly faulted and fractured and are 
susceptible to a damage mechanism similar to matrix compaction. As the pressure 
in the fracture declines, the fracture closes. Depending on the contribution of the 
fractures to the overall reservoir permeability, a significant and permanent drop in 
permeability may result. 

If wells in depletion reservoirs flow uncontrolled for a long time, causing reservoir 
pressure to drop significantly, the rock damage mechanisms will occur. While the 
damage is nonreversible, it should not result in damage severe enough to make the 
well unusable. Also, the damage will affect the near wellbore region, not the whole 
reservoir, so new wells can be drilled and the predamage productivity of the 
reservoir can be regained. 

Fluid Encroachment. When the pressure in the wellbore drops significantly, as in a 
blowout, the wellbore acts like a sink for all reservoir fluids. This sink leads to 
coning of water from the water aquifer and gas from the gas cap, when each are 
present. When coning occurs, fluid production into the wellbore changes from 
single-phase oil flow to multiphase flow of oil, water, and/or gas. This is, again, 
beneficial for conserving oil because producing more water means leaving more oil 
in the ground, but an extended shut-in period is required to recover from the coning 
as gravity segregates the fluids again. While the effect is reversible, it may thus take 
longer than desired to reverse the condition. 

This is most likely to be a problem in the reservoirs with a good water drive, such as 
the Burgan oil field in the southeast and the Burgan reservoirs in the northern 
fields. Some of the depletion-type reservoirs have a mat of tar or impermeable 
strata separating the water and oil zones and thus should not experience a problem 
with water coning. 

Tubular Damage. Tubular damage can occur as the result of collapse or erosion. 
Collapse of the tubing, or casing, can occur with the large pressure drops expected 
in the wells. This is not considered likely, but is possible. Erosion will occur to 
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some degree from particles in the fluid stream flowing in the tubing near the speed 
of sound. Collapse of the rock near the wellbore will result in more sand entering 
the tubing string through the perforations. For the two months to over a year that 
some wells will flow uncontrolled under these conditions, permanent loss of the 
tubulars in the well will likely occur. 

BLOWOUT EFFLUENT CHARACTERISTICS 

Our results indicate that the oil and gas effluent venting from the wellheads will 
contain an oil mist consisting of droplets sufficiently small that little will fall in the 
immediate vicinity of the well. Figure 111-4 shows an oil mist generated just after the 
wellhead is blown on a high-pressure well on an average January afternoon (wind 
speed is about 10 knots). Because of droplet evaporation, only a small fraction will 
be carried more than a kilometer or two downwind of nonbuming well blowouts. 
Since gravitational settling will not rapidly separate the oil mist from the methane, 
the jet of effluents will be negatively buoyant because of the droplet mass load, 
rather than positively buoyant like methane. Hence, the effluent cloud would 
behave like a heavy gas. In the absence of convective activity (under low wind 
conditions at night or under cloud cover), the cloud would sink towards the ground 
and form a dense high-concentration blanket that disperses less rapidly than 
neutrally buoyant or positively buoyant effluent releases. 

100 m 



50 m 



0 m 




100 m 



II 

M 
II 
II 
II 
II 
II 
II 
II 



Figure 111-4. Oil Mist from a High-Pressure Well. 
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The results also suggest that virtually all of the oil mist generated will be inhalable, 
and that much of it will be respirable (depositing in the lungs). Hence, the hazard is 
substantially greater than if the droplets were larger. 

Much of the oil mist will be in the submicron size domain, which is most effective 
for light scattering. If the particles were ten times larger, visibility obscuration 
would be down a factor of ten for the same mass concentration of oil droplets. 
Electro-optical systems operating in the near and middle infrared regions will also 
be affected, but systems operating at longer wavelengths will be less affected. 
However, because of droplet evaporation, the optical effects of oil mist from 
nonbuming wellheads will be localized. The infrared optical effects of the organic 
vapors will be much more widespread. 

Should a blowout with these characteristics catch fire, virtually all the fiiel can be 
expected to burn in the jet, much like a blowtorch. Burning droplets probably would 
not fall back to the surface. Combustion will likely be considerably more efficient 
than combustion in crude oil pools. That is, the amount of soot generated per unit 
mass of fuel burned will likely be lower. The optical effects of soot from oil 
combustion are discussed later. 



COMBUSTION CALCULATIONS 

A number of models for dispersion of smoke plumes in the atmosphere use stack 
height as one of the input parameters. If the velocity and/or stack temperature of 
the plume are very high, an effective stack height is used that accounts for the 
momentum and buoyancy of the plume. In an oil well fire from a moderate or high- 
pressure reservoir, enormous pipe exit velocities (as high as Mach 1) are 
encountered because of the volume of natural gas expelled with the oil. The high 
pipe exit velocity and towering flame from an ignited blowout well need to be 
translated into an effective stack height for use in these dispersion models. 

A two-dimensional, steady-state fluid dynamics and combustion code was used to 
describe the combustion behavior of the natural gas and oil from typical Kuwaiti 
wells. The code was originally developed for treatment of pulverized coal 
combustion in boilers (Smith et al., 1980; Fletcher, 1983) but was modified for this 
project to treat oil droplets instead of coal particles. The side walls were replaced 
with an air inlet along the vertical sides of the computational domain, and the air 
flow rate was set to five times the amount required for stoichiometric combustion of 
the oil and natural gas (Koseki and Yumoto, 1988). Expected oil and gas flows at a 
representative wellhead for each of four different fields were generated by reservoir 
engineers at Sandia National Laboratories, along with a worst-case wellhead flow. 
Radial mixing of air with combustion products above the flame was also calculated, 
and an effective stack height was estimated for each case. The average 
temperature, velocity, and flow rate at the effective stack height were calculated. 



25 



These values can be used as inputs to atmospheric-dispersion models. Although the 
oil droplet sizes used in these calculations were much larger than those expected, 
(Appendix A), the results indicate that all droplets are consumed in the combustion 
process (i.e., no droplets fall to the ground to form pools, and CO production is 
insignificant). Approximately 5% of the oil mass is left as soot during droplet 
combustion (Urban and Dryer, 1990). Soot production from oil pool fires may be as 
high as 15% of the mass of the oil, but significantly less soot is observed from oil 
well fires (Engi, 1990). Because soot production is not modeled in the code, an 
estimate (<S% of the oil mass) was used. 

TRENCH ISSUES 

The 80 Iraqi fire trenches across southern Kuwait are roughly 3.7 m wide, 4.6 m 
deep, and 1 km long. The Iraqi pipeline feeding the trenches can handle 15 Mbpd 
(million barrels per day), and the total trench volume is 1,360,000 m'. The total 
flow rate into the trenches is 225,000 m^/day (1.5 Mbpd). Thus, the trenches can be 
filled in roughly 145 hours if nothing seeps out or evaporates. Figure III-5 shows the 
trench array and detail of a single trench from which oil is seeping. 




Figure ni-5. Trench System. 

Approximate analyses tell us that evaporation losses from the trenches will be small 
and that seepage losses will be 28.7 barrels per day for each meter of (unlined) 
trench length. The total seepage loss is 340,000 m'/day. We are not confident in 
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this seepage rate because soil permeability can vaiy by orders of magnitude. The 
permeability we used comes from a Saudi Arabian sand sample taken roughly 100 
miles from the trench area, and it may not be representative of trench soil. Seepage 
rates will be reduced when paraffins, tars, and asphalts from the oil clog the soil. 
With a seepage rate of 28.7 bbl/m-day, the trenches cannot be filled simultaneously 
because seepage rate exceeds fill rate. The trenches can probably be 
preconditioned with oil to allow paraffins, tars, and asphalts to build up and reduce 
seepage. 

Several experts confirm that burning can be started by using a strong enough 
ignition source even though volatiles have evaporated from the oil surface. They 

also say that the oil will continue to bum until it is nearly or completely consumed. 
We believe that a bum rate of 3.5 millimeters per minute (mm/min) is appropriate 
for crude oil in a trench 3.7 m wide. We also believe that the burning rate will be 
fairly constant. A burning rate of 3.5 mm/min corresponds to 1.5 x W ms/day (10 
Mbpd). The length of time the trenches will burn depends on burning and seepage 
rates, and whether oil is replenished during burning. Burn times for different 
assumptions are given in Table III-2. 



Table III-2. Bum Times for Various Oil Input, Loss, and Burn Rates 



Refill Rate (Mbpd) Seepage Rate (bbl/m-dav) Burn Rate (mm/min) P\irn Timg (h) 

1.5 28.7 3.5 20 

0.0 28.7 3.5 18 

1.5 0 3.5 26 

0.0 0 3.5 22 



Flame heights are expected to be 15 to 20 m, and flame temperatures are expected 
to be around 2200 (1500 K). The table gives the length of time until the oil in 
the trench is depleted, but burning will not stop if the supply of oil continues. Even 
if there is no oil in the trench, oil flowing firom feeder pipes in the trench bottoms 
will burn. This oil will be supplied at 15% of the burning rate for trenches that are 
full of oil. Thus, we expect burning directly from feeder pipes to be 15% as intense 
as that for a full trench. Burning will continue until the oil supply is stopped. High 
winds can reduce the expected burning rate by limiting burning to only the 
downwind side of the trench, and thus increase the bum time. Figure III-6 shows 
the intensity of trench bum with and without a continued supply of oil after the oil 
in the filled trench is depleted. 
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Figure III-6. Intensity of Trench Bum With and Without Continuous Resupply. 

OPTICAL EFFECTS 

LOCAL EFPECTS 

An analysis of smoke emissions from both blown-wellhead fires and oil-pool fires 
shows that large amounts of particulate carbon in the form of soot would be 
released into the atmosphere between ground level and 2 km (Figure 111-7). For the 
base-case burn scenario (300 severed wellheads in the Southeast and West Fields 
with 150 of these on fire), soot concentrations 5 to 30 km downwind of the Southeast 
Field would be about 0.5 to 1 milligrams per cubic meter (mg/m') between ground 
level and about 2 km above ground. Such soot concentrations would seriously 
degrade visibility both in the visible and infrared regions of the electromagnetic 
spectrum. The visual range calculations discussed in Appendix D reveal that the 
local visual range would be less than 500 m under such conditions. The region of 
maximum visibility degradation would most likely range from about 5 to 30 km 
downwind from the Southeast (Burgan) Field at a bearing of about 145 degrees 
under the most probable wind conditions. Reduced visibility conditions would 
extend out over the Persian Gulf to a range in excess of 100 km. However, local 
visibility impairment would diminish with increasing distance. Downwind of burning 
trenches and under expected wind conditions, soot concentrations would be more 
than twenty times greater, resulting in a visusd range of less than 15 m. Such soot 
concentrations would impede military maneuvers because of general visibility 
impairment for aircraft pilots and tank crews, and diminished performance of 
electro-optical weapons systems designed to acquire enemy targets by optical or 
infrared means. Heavy concentrations of airborne soot would absorb most of the 
light incoming from a distant enemy target or outgoing from a weapon platform. 
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Figure III-7. Smoke Plumes Created at Various Sources (About 30 Minutes after 
Ignition and with a 10-knot Wind). 



A second plume would arise from the vicinity of the West (Manageesh) Field and 
also extend along an approximate bearing of 145 degrees under typical 
meteorological conditions. Similar plume heights would be encountered in this 
region as well. However, visibility impairment would be less than that anticipated 
for the smoke plume from the Southeast Field. 

The worst-case scenario (900 wells at the Southeast, West, and North Fields severed 
with 720 burning) would result in veiy high soot concentrations downwind from all 
three oil field regions. Downwind from the Southeast Field, the levels would be 
about a factor of two higher than for the base case. Levels would be particularly 
high downwind of the North Field where the worst-case assumption was that over 
500 wells would be on fire. Smoke plumes downwind from the North Field would 
likely affect visibility in the immediate vicinity of Kuwait City. 

Superimposed on the plumes from burning wellheads in the oil fields are additional 

smoke plumes from burning oil storage facilities along the eastern perimeter of the 
Southeast Field and from burning trenches along the western portion of the 
Kuwaiti-Saudi border. Fires in the breached oil storage facilities are likely to be in 
more concentrated burning pools, in contrast to the individual burning wellheads in 
the oil fields. These concentrated fires in the vicinity of storage tanks would have 
extremely high energy release rates, perhaps in excess of 100 gigawatts (10" watts). 
As a result, the atmospheric smoke injection height would likely be as high as 7 to 
10 km (Figure III-7). At this height, the plumes from the tanks would have little 
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effect on visual range at the lower altitudes where the plumes from the burning 
wells of the Southeast Field would be found. The duration of fires at the oil storage 
facilities would depend very much on how the facilities were breached. A cursory 
analysis, which assumes that all of the 15 million barrels of oil in storage are quickly 
released into berms surrounding the tanks to a depth of 2 to 4 m, suggests that 
intense fires would persist for 12 to 24 hours. The extent of burning and smoke 
production is of course very much dependent on how the oil is released and the 
degree to which it would be allowed to form pools in the vicinity of the storage 
tanks. 

The burning trenches along the Kuwaiti-Saudi border are yet another major source 
of visibility-reducing smoke. Visibility downwind of the trench would be particularly 
poor because the heat release per unit length of the pool (which determines how 
fast and how far the smoke rises) is considerably less than that encountered for a 
burning wellhead or oil-filled berm. Plume injection heights along the trench would 
be highly dependent on surface wind speed; however, for speeds of around 6 knots 
(3 m/s), plume injection heights would not much exceed 500 m (Figure ni-7). As a 
result, high ground-level soot concentrations would be encountered in the vicinity of 
the trench. Downwind dispersion estimates for a trench burn are that soot 
concentrations in excess of 20 mg/m' could be encountered at points 5 to 30 km 
downwind from the trenches. Such soot concentrations would create IFR 
(Instrument Flight Rules) conditions at lower altitudes and would (as would the soot 
concentrations downwind of burning oil fields and other burning oil sources) 
adversely impact the performance of various electro-optical weapons systems. It is 
possible that the plumes from the burning trenches would superimpose on the 
downwind plume from the West Field, further reducing visibility downwind from 
that region. 

The most dramatic optical effect expected, however, is not visibility degradation in 
the horizontal, but sunlight extinction in the vertical. The optical depths of some of 
the plumes for the base-case scenario may be greater than 20. That corresponds to 
an attenuation of sunlight by a factor of 4.8 x W. At noon, light levels under the 
plumes may be several orders of magnitude lower than on a moonlit night. Even if 
the optical depth were only half as large, the light levels would still be not much 
greater than those on a moonlit night. Thus, corridors of darkness tens of 
kilometers wide can be expected downwind of the Southeast Field in the base-case 
scenario and downwind of the trench system in all scenarios (see Figure ni-8). In 
scenario #1, the effect would be considerably less severe, with light levels perhaps 
comparable to twilight. Because of low light levels, artificial light sources 
(flashlights, etc.) might be used, but even with these, extinction in the horizontal 
would limit the visual range. 
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Figure 111-8. Development of Low Light Level Corridors of Soot Produced in 
Worst-case Burning Fields and Trenches. 



An additional source of visibility-reducing aerosol could arise from breached, non- 
burning wellheads in the various oil fields of interest. Analysis of the oil exiting the 
pipe reveals that oil droplet size would be predominantly under 5 /im for the higher 
pressure wellheads (Appendix A). As a result, these small particles would remain 
suspended and would be found in a low-level plume close to the ground because, in 
the absence of combustion and heat release, no significant plume rise would occur. 
The light extinction efficiency of oil mist is about three times less than that of an 
equal mass of soot. Large sources of oil mist, particularly in the vicinity of 
nonburning, venting high-pressure wells in the Southeast Field, could contribute to a 
local visibility problem. However, the problem would be localized in the vicinity of 
the breached nonburning wellheads because of droplet evaporation. The effects of 
the vaporized organic species on extinction in the infrared region, however, could be 
widespread. 
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It is important to note that all optical effects would be reduced by high winds, 
especially downwind of burning pools or trenches. 

LONG-TERM CUMATIC EFFECTS 

An estimate of the total weekly smoke yield from all combined burning oil fields, 
trenches, and oil storage facilities for the four burn scenarios considered in this 
analysis is given is Table ni-3. The base-case bum scenario results in a weekly 
release of about 0.34 Tg (10" g) of smoke from the uncontrolled burning wells in 
the various oil fields. If the assumption is made that the wells burn uncontrolled for 

Table III-3. Total Smoke Iidection for Burn Scenarios 

Total Smoke Production (Tg)i 

All Fields Total Release 

Bum Scenario (perweek^ JxSDSk SlQ£ag£ (8 Wggks)* 



1 


0.09 


0.21 


0.31 


1.3 


2 


0.34 


0.21 


031 


3.2 


3 


0.11 


0.21 


031 


1.4 


4 


0.49 


0.21 


0.31 


4.5 



^ AH calculations assume a constant release rate over an 8-week interval with no drop* 

off in wellhead pressure. 

2 The smoke release from trench and storage burning is added into the final column. 



8 weeks, the total smoke yield is about 2.7 Tg. Adding in the smoke release from 

the trench and storage facility burning (0.5 Tg) results in a total smoke release of 
about 3.2 Tg over the 8 weeks. This calculation assumes that the oil and gas flow 
rate at the wellhead remains constant. The result would be less if the well pressure 
drops during the uncontrolled venting. A similar calculation for the worst-case 
scenario results in a total release of about 4.5 Tg, which, includes emissions from 
burning trenches and oil storage facilities. Total smoke injection into the 
atmosphere resulting from all combustion activities on earth is estimated to be 
about 200 Tg/yr (Seiler and Crutzen, 1980). Thus, as long as the fires bum at the 
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estimated rates, they would add about 10% to the world's smoke production. The 
climatic effect of this smoke would be roughly doubled because crude oil smoke 
absorbs light very efficiently in comparison to most urban, industrial, and 
agricultural burning smokes. 

A recent assessment of the potential for climatic change that would arise from 
smoke injection into the atmosphere from mass fires following a 1,000 megaton 
nuclear exchange between the Superpowers established a baseline smoke injection 
mass of 180 Tg (National Academy of Sciences, 1985). This assessment further 
assumed that intense urban fires would result in smoke injection heights up to and 
beyond the tropopause (10 to 15 km above ground), where the smoke would persist 
and ultimately be dispersed over the northern hemisphere. For an 8-week bum 
interval at constant well production rates, the worst-case smoke-release scenario 
examined in this analysis is below the baseline nuclear winter assessment by about a 
factor of forty. Most of the smoke from the Kuwaiti oil fires would be injected into 
the lower atmosphere where such atmospheric phenomena as cloud formation and 
precipitation would facilitate smoke removal. In light of these differences in total 
mass release and injection height, it is reasonably clear that major long-term 
climatic effects would not result from Kuwaiti oil fires. Prolonged burning for up to 
a half year at the rates in Table III-3 would still not inject enough smoke to cause 
major global climatic changes because atmospheric removal processes in the lower 
atmosphere would significantly reduce the total mass of smoke injected into the 
atmosphere over the release interval. Nevertheless, it is quite possible that 
measurable climatic effects would be created at least regionally, if not globally. 

ECOSTRESSES 

Oil releases from damaged Kuwaiti oil fields, tank farms, and offshore tankers can 
potentially disrupt both terrestrial and marine ecology. Unburned oil flowing over 
and pooling on the ground will have toxic effects on native desert vegetation near 
the oil fields. It can pollute nearby shallow freshwater aquifers important to 
Kuwait's limited agriculture, (which is quite limited); and the hydrogen sulfide 
release can have toxic effects on people and animals near oil fields. If the oil is 
burning, it can affect vegetation, humans, and animals because of SOj, CO, soot, 
and heavy metals in the combustion products. Unburned oil released near the coast 
can damage salt marshes, the marine ecology, and desalination plants. 

TERRESTRIAL EFFECTS 

Oil discharged across the desert's surface will kill vegetation by smothering and 
poisoning. The destruction will be limited to areas immediately around the oil 
fields. Some recovery is expected over time because seeds will survive the oil and 
germinate when conditions become favorable. In most places, the oil will not 
penetrate to deep aquifers because of hard pan (gatch); however, shallow coastal 
wells fed by percolating rainwater could be polluted by releases from the Burgan oil 
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field or coastal storage tanks. The huge groundwater field at Rawdhatain (Figure 
ni-9) has a nearby main, shallow, freshwater aquifer at a depth of 30-60 ft, which is 
partially recharged annually by rainfall and which could become polluted by oil flow 
from the northern oil field. Also, large areas of beach sand marshes southeast of the 
Burgan oil fields would be destroyed by an oil covering. 



Figure III-9. Map of Kuwait Showing Principal Groundwater Fields. The 
Rawdhatain Field is the shallowest and most vulnerable. 



For short-term exposure (hours or days), SO, from burning wells would probably 
visibly damage vegetation up to 20 km from the source. For long-term exposure 
(years), SOj from as few as 60 burning wells would probably cause some damage up 
to 100 km. Thresholds for destructive effects are difficult to quantify, but assuming 
that long-term SOj concentrations of 0.5 mg/m^ and above are destructive, then as 
few as 100 burning wells would probably produce destructive effects up to at least 20 
km. The desert vegetation tends to minimize air pollution damage, and the most 
sensitive vegetation would be irrigated crops and city landscaping. Little or no 
effect would be expected from acid rain. Kuwait does have some irrigated 
agriculture, east of the Burgan oil field and in the north, mostly dates and some 
vegetables. The agriculture is not extensive, and Kuwait imports most of its food. 

Based on concentration analyses and toxicity data, the effects of airborne 
contaminants on mortality are expected to be small, except possibly downwind or 
burning trenches where concentrations may be adequate to produce nausea and eye 
and respiratory irritation. Carbon monoxide, carcinogens and heavy metals are not 
expected to have a significant effect. The largest effect is expected from SOj. Some 
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increased mortality in a small, sensitive population, especially newborns and the 
elderly, is expected and will be most severe at 10 km from a burning field. The 
largest effect will occur if the wind is from the south, putting Kuwait City in the path 
of combustion products from the Burgan oil field. Winds from the south occur 
infrequently. Even with winds fi-om the south, SOj concentrations are probably not 
large enough to affect nonsensitive people in Kuwait City seriously. Hydrogen 
sulfide is expected to have a negligible effect except in the immediate vicinity of the 
oil fields. For personnel in the vicinity of trenches or wells, respiratory protection is 
recommended because the fumes and toxins may cause debilitating nausea. 

MARINE EFFECTS 

Based on information we have received, a 20-niillion-barrel crude oil spill to the 
Persian Gulf is possible near Kuwait's coast. Ten million barrels could be released 
in the first 24 hours followed by another 10 million in the next 36 hours. The 
potential source is a combination of pipelines, tankers, and on-shore storage tanks 
near the Kuwaiti coast (Figure III-IO). The magnitude of this potential oil spill is 77 
times that of the Exxon Valdez. A comparison of the equivalent of the slick created 
by the Exxon Valdez spill and the slick created by the 20-million-barrel spill is 
shown in Figure III- 11. Such an oil spill could disrupt the important fishing industry 
in the Gulf, shut down water desalination plants in Kuwait, Saudi Arabia, Bahrain, 
and Qatar that supply a large share of the area's water, and cause long term damage 
to the Gulfs ecology. 




□ TANK FARM 



APPROXIMATE KM 



Figurelll-lO. Slick Source Terms. 
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Figure IIMl. Comparison of Exxon Valdez and 20-Mbbl Slicks. 

The Nowruz spill, tied for the world*s largest, put 4 million banels into the Persian 
Gulf over several months in 1983. We have been unable in the short term of this 
project to obtain accounts of scientifically determined quantitative effects from this 
spill, but news articles reported a paralyzed shrimp industry and suspended 
operation of two Saudi desalination plants. Damage from this spill was probably 
minimized because it was in the northeastern part of the Gulf and a combination of 
. northwesterly wind and cunents carried the oil down the Iranian coast away from 
the Saudi coast. 

We estimate that a 20-million-barrel spill off Kuwait can spread to cover an area 
about 90 kilometers wide and will probably travel south along the Saudi coast due to 
natural Gulf circulation patterns. It will probably interfere with the operation of 
several desalination plants along the coasts of Kuwait, Saudi Arabia, Bahrain, and 
Qatar. These areas are dependent on desalinated water. The locations of various 
desalination facilities and the expected locations of the slick at various times are 
shown in Figure III- 12. 

An oil spill in the Persian Gulf will have relatively serious effects on marine life 
because the Gulf is small and shallow, has slow circulation, and is very biologically 
productive. The Arabian Sea, which includes the Gulf, is the area with the highest 
marine life productivity in the world. Much of the oil will degrade by 
biodegradation or photochemical reactions relatively quickly (over a few days) 
because of warm temperatures. Oil sediments, on the other hand, will persist for a 
long time and will enter the food chain through species such as shrimp, which feed 
on the Gulf bottom. Thus, there is the potential for long-term fishing industry 
disruption as well as general ecological disruption. 
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Figure III-12. Desalination Plants and Expected Migration of 20-Mbbl Oil Slick. 

Consideration should be given to igniting the oil spill. Burning the oil, even at the 
cost of creating more atmospheric pollutants, is probably better for the marine 
ecology and desalination plants than not burning it because burning helps to remove 
the most volatile oil compounds that are the most soluble in water and hence the 
most toxic. Dispersants, while effective in deep water, cannot be used in the 
shallows of the Gulf or over reefe because they are more toxic than the oil. 
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IV. SUMMARY AND RECOMMENDATIONS 



SUMMARY 

RESERVOIR DAMAGE 

In any of the scenarios, damage from uncontrolled venting will lead to loss of oil and 
gas reserves, loss of drive energy, and loss of productivity. The effects of the 
damage will not be severe. On average, damage will reduce uncontrolled gas and 
oil production by only about 20 percent. Furthermore, most of this decrease in 
productivity is remediable; the damage can be reversed or overcome, although some 
of the costs may be high. In addition, during the course of the blowout, the damage 
will limit the loss of reserves. 

Most of the uncertainty is in regard to the temporal behavior of the production from 
the blown wells. Of particular interest is how rapidly and to what extent the 
deposition of asphaltenes and paraffins will affect the oil and gas production rates. 

BLOWOUT EFFLUENT CHARACTERISTICS 

For most wells, production flow rates are very high, and the type of flow that is 
expected will lead to the formation of an oil mist in which the droplets are mostly 
quite small (maximum diameter ^14 ^m). If not burned, this oil mist will behave 
like a heavy gas. Droplet evaporation will limit the major effects of the oil mist to 
within a kilometer or so of breached nonbuming wellheads. In this regime, no pools 
of oil are created around the well. 

Droplet size is sensitive to flow conditions; small variations in conditions lead to 
large variations in size distributions. Flow conditions are likely to vary greatly 
during the initial phase (perhaps several days) of the blowout, and pool rather than 
mist formation may prevail during this time. 

COMBUSTION ISSUES 

Combustion code calculations, using an oil droplet size much larger than the 
expected size, indicate that all the droplets will be consumed in the flame zone and 
that the production of carbon monoxide will be insignificant. At an ignited 
wellhead, pool burning, if it occurs, will be of little importance. These conclusions 
are also vdid for the expected size distributions. 

Because of the inherent difficulties and uncertainties in modeling the combustion 
process, outputs from the code should be regarded only as reasonable estimates. 
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TRENCH ISSUES 



Without seepage, trenches can be filled in 145 hours. Seepage will increase the, fill 
time. Depending on seepage and fill rates, the bum time ranges from 20 td 2(5 
hours. The greatest uncertainty is in the input data for the seepage calculations. -^ 
Data on the soil properties in the vicinity of the trenches are needed to generate . 
better estimates of the seepage. ^ 

OPTICAL EFFECTS 

Long-term global effects will be minor, but regional effects will be substantial as * 
long as the fires burn. Plume heights are expected to be 1 to 2 km except for the 
storage tank farm east of the Burgan oil field where plume height is expected to, |be 
up to 7 km. 

For not only the worst-case scenario but also for the base-case scenario, smoke 
plumes created by trench and wellhead fires will include soot in concentrations' |j 
sufficient to degrade visibility seriously in both the visible and the infrared: regions 
of the spectrum and to reduce sunlight to nighttime light levels over very large' 
downwind areas. Darkness coupled with widespread obscuration would likely have^ 
a profound effect on military operations. In the base case, the worst optical effects 
are expected downwind from trenches. , 

However, use here of a relatively simple one-dimensional dispersion raiodel to • 
estimate downwind pollutant concentrations entails two- or three-fold uncertainties i; 
in optical depth. Replacing the line source used in these calculations with a source- : 
based on the actual pattern of wells in the fields and using a more sopjiisticated 
model that more accurately accounts for meteorology are needed refinemeints.. : 

The treatment of extinction in the infrared and the potential impact oh electro- 
optical (EO) systems has been very limited. To be more useful, the opticail ■ 
properties of similar crude oil soots need to be measured in the infrared, ^d the. ^ 
data applied to EO systems with specified characteristics. A similar approach is> 
needed to evaluate effects in the infrared of the organic vapors produced in theF ' 
vicinity of burning and nonbuming pools and trenches. ; 

ECOSTRESSES i 

Airborne pollutants created by burning wells and pools (trenches and breached ^ ^ 
storage tanks) are not expected to affect major population centers, except'for ^ 
possible increased mortality in a small population of sensitive iridividuaiis; 
Downwind of trenches, however, the concentration of pollutants is expected to be 
sufficient to cause incapacitation of unprotected personnel. Most laffeet|d 
vegetation is expected to recover within a year. Unburned oil spilled pyer the 
ground will kill vegetation and is a threat to shallow aquifers. Large quantities of oil 
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(20 million barrels) discharged from tankers or on-shore storage facilities into the 
Gulf will cause major damage to the marine ecology, to the fishing industry, and to 
desalination facilities in four countries. 

Much uncertainty exists regarding the thresholds for plant and animal responses to 
the estimated levels of pollutants. Better data in these areas would help to quantify 
the effects of the pollutants. 

RECOMMENDATIONS 

RESERVOIR ISSUES 
Reservoir Damage 

Reservoir damage will occur, and there is little that can be done to either predict it 
quantitatively or control it. The only known way human intervention can minimize 
damage is to control the blown wells as quickly as possible. This is an obvious 
solution, and steps have been taken by the Kuwaitis to involve all the wild well 
control companies. One step to consider, however, is for these companies to train 
selected military personnel to increase manpower and use military equipment when 
needed. There are clearly complications related to liability and public involvement 
with a private company's operation, but the benefit of such a cooperative effort 
could be substantial. 

Phase n of this project, if needed, will require better information about Kuwaiti 
crude oil and reservoir geology. Pressure-dependent volume and temperature data 
for the crude are essential for accurate prediction of the temporal behavior of the 
production from the blown wells. In addition, a study of the rate of deposition and 
effect on permeability of asphaltene and paraffin is needed. Any information on 
observed asphaltene or paraffin problems is also needed. 

Blowout Effluent Characteristics 

The actual flow conditions expected at the wellheads are probably quite uncertain, 
and these conclusions are highly sensitive to those conditions. Droplet size scales 
inversely as the gas velocity to the 4/3 power. 

Even more uncertain than the flow conditions at "steady state" are the flow 
conditions as a function of time for the first several days. Bowden (1990) has 
pointed out that when a producing well that has been shut-in suffers a blowout, 
initially the production tubing and the casing below it are filled with liquid oil. 
Hence, the initial effluent flow velocities are much lower, and the effluent is much 
Vetter" (probably higher oil content; much larger oil droplet size) than it is some 
period of time after the blowout occurs. What has been modeled here is the steady- 
state behavior after the well "clears its throat." The time required to reach this 
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quasi-steady state is not known and is probably a complex function of the well and 
perhaps reservoir parameters. Bowden suggests that it may take days. 

Similarly uncertain is the long-term behavior (weeks, months) of the flow 
conditions. In both cases, much greater insight could probably be obtained by more 
detailed modeling of the two-phase flow in both the well and the reservoir. 

COMBUSTION CALCULATIONS 

Oil well fires involve a large number of complex processes. The type of fires 
considered in this work arc fed by turbulent two-phase flow (crude oil driven by 
natural gas under high pressure). Flow velocities in the well casings may approach 
the speed of sound in the gas, in which case some system of shock and rarefaction 
waves must exist as the jet expands into the atmosphere. This high<speed flow leads 
to fluid-dynamic processes that break up the liquid stream into droplets of various 
sizes. Some of these droplets then evaporate, and the resulting gaseous mixture 
burns. Other droplets, if sufficiently large, fall back to the ground. Air adjacent to 
the flame is entrained into it and provides oxygen for combustion of the fuel. The 
burning process involves dozens of chemical species undergoing hundreds of 
chemical reactions. The small carbon particles known as soot are formed because 
of incomplete reaction of the hydrocarbon fuel with oxygen. The soot provides an 
efficient source of thermal radiation that can be an important mechanism for 
transfer of heat away from the flame (and, for example, for heat transfer into the 
liquid fuel, which increases the evaporation rate). The hot combustion products are 
driven upward by buoyancy into a plume above the fire and then dispersed into the 
atmosphere. 

This description of the intricacies of turbulent reacting flows is to caution the reader 
against the expectation of great accuracy in these combustion calculations. It 
typically requires a considerable amount of research to achieve good agreement 
between a computer model and a well-controlled laboratory experiment. Fires in oil 
wells provide a much more severe test of modeling capabilities; hence, results from 
the well-fire model in this study should be regarded only as good engineering 
estimates. 

The combustion modeling was performed with a modified version of the PCGC-2 
(Pulverized Coal Gasification and Combustion in 2 dimensions) computer code. 
The code, which is normally used for modeling coal combustion, was modified to 
treat an evaporating oil spray. Given more time, the following issues should be 
addressed in future work: 

• Grid resolution near the wellhead, 

• Droplet size. 
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Boundary conditions for air entrainment, 



• Multicomponent droplet evaporation, 

• Formation, combustion, and thermal radiation from soot and cenospheres, 

• Refinement of the solution of the gas-phase energy equation and buoyancy 
effects, 

• Additional means of interfacing combustion calculations with atmospheric 
dispersion calculations. 

These recommendations are discussed in greater detail in Appendix B. Some, if not 
all, of the questions implied in the list above might be answered by sensitivity studies 
using the existing models. Such studies could identify which assumptions and 
models most strongly affect critical results. 

TRENCH ISSUES 

We estimate that the fire trenches can be filled in 145 hours, depending on the 
seepage rate. Burn times range from 20 to 26 hours depending on fill rate and 
seepage rate. The largest uncertainty in these figures comes from seepage-rate 
calculations. The use of a triangular rather than a rectangular trench geometiy 
introduces probably a factor of two uncertainty, at most, in the estimate of the 
seepage rate, but the uncertainty in the soil permeability introduces at least a factor 
of five uncertainty in the same estimate. We recommend obtaining and 
characterizing soil samples from the trench area and using more detailed seepage 
analyses in a follow-up project. We also recommend doing a more rigorous 
evaporation loss analysis to assure that we have not neglected an important loss 
mechanism. 

Prevention of continuous trench refill by destruction of the pipelines feeding the 
trench system at a location likely to cause fewer problems than the trench itself 
should be considered at an early time. 

OPTICAL EFFECTS 

A variety of assumptions with associated uncertainties were made to carry out the 
source term and plume dispersion estimates outlined in this report. The 
assumptions and their associated uncertainties include oil burning rates, pollutant 
emission factors in burning jets and pools, dispersion model selection, 
meteorological conditions, and source configuration. Of these, the source 
conriguration and the meteorology are the most ill-deflned parameters in the 
downwind dispersion estimates. The actual configuration may consist of clusters of 
wells that have no particular directional bias but are distributed around the oil field 
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in almost random fashion. This would alter the corridor-of-darkness picture 
considerably. Instead of a large plume of uniform composition (except for the 
vertical gradient), the corridors would contain a patchwork of plumes providing 
areas of darkness and light. However, in the absence of better siting data for the 
various oil fields considered, a line source through the oil field normal to the 
prevailing wind direction was selected as a first-order estimate. Clearly more detail 
on well location would allow a better definition of the smoke sources. Use of 
models capable of handling actual wind profiles (wind shear) would also produce a 
greater degree of confidence. 

In the interest of timeliness, a simple Gaussian diffusion model was selected that 
employs standard atmospheric stability classes to estimate downwind plume 
dispersion. Results from dispersion models such as employed in this analysis can 
have two- or three-fold uncertainties in the downwind estimates of pollutant 
concentrations, and hence in the calculation of optical depth. 

Although meteorological data from Kuwait City were used in this analysis, time 
constraints did not permit their complete characterization. Although the prevailing 
wind direction is clearly from the northwest at this time of year, some probability 
exists that in a given period the winds could originate from any sector. This would 
of course send the plume in an entirely different direction and could have greater 
impact on population centers such as Kuwait City. 

Although the estimates of oil droplet size and burning characteristics at a venting 
wellhead have been reasonably well addressed in the available time, a considerable 
uncertainty is associated with the 0.05 estimate of soot production in a burning oil 
jet. What is known is that the emission factor is greater than 0.005 and less than 
0.15 and that one study indicates that the estimate of 0.05 may be reasonable. We 
have chosen to use this value, which is probably conservative (high). The soot 
production level could be a factor of two lower. In our analysis, we have estimated 
that 10 percent of the oil exiting a severed wellhead will bum as a pool, while the 
balance is completely consumed in the flame zone of the jet. This accounts for the 
likelihood that not all wells would develop optimal jets. The uncertainty associated 
with this estimate could easily be in the range of two or three and could change the 
final source term because with our current estimates the soot production from 
burning oil pools is three times that estimated for burning oil jets for the same mass 
of oil burned. 

Estimates of smoke injection height and pollutant emission factors from burning 
pools have the least uncertainty because much of relevant experimental work has 
been carried out and was' reviewed prior to selection of emission factors for use in 
this analysis. 
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A more realistic treatment of the pollutant dispersion and optical effects would 
entail 

• More complete analysis of Kuwait City meteorological data (which is in our 
possession) so that a probability distribution of wind direction and speed can 
be determined. This would allow better estimates of the plume ground track 
and concentration as a function of time of day and season. 

. Better definition of the oil fields of interest with particular interest in the 
positions of wellheads with respect to each other. This would enable the oil 
field source to be input to dispersion models as a two-dimensional array and 
would result in better downwind plume dispersion estimates. 

• Use of a more sophisticated dispersion model to predict downwind pollutant 
concentrations. Such models are available and would provide such desirable 
features as concentration isopleths with altitude above ground. The model 
would also take local meteorological data as input in arriving at downwind 
pollutant concentrations. 

. More detailed modeling of two-phase flow in the well and reservoir to better 
define the time-dependent behavior of the flows. 

- More detailed modeling of oil mist size distributions and evaporation in the 
absence of burning. 

. More detailed modeling of infrared optical extinction effects. 

. Additional contact with well fire fighting crews, and viewing and analysis of 
video tapes of burning oil and gas jets to better define their characteristics. 

ECOSTRESSES 

Terrestrial Effects 

The most serious ecological damage is expected from polluting shallow aquifers with 
oil released by damaged oil fields and storage tanks, and from damage to the Gulf 
caused by ruptured storage tanks along the coast and by oil tankers in the Gulf. 

Shallow aquifers are near enough to oil fields to become polluted and unusable for 
agricultural irrigation. Effects from combustion products are expected to be small 
and limited to sensitive people roughly 10 km from the largest oil field, except 
perhaps downwind of the burning trenches. Our study of combustion product 
effects did not include lethality concentration data for desert and agricultural plants. 
Such lethality data were not found but may exist. We recommend seeking these 
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data and performing more rigorous studies to quantify lethality effects in a follow- 
up. 

Based on our study, the potential effects of combustion products appear to be less 
hazardous than those of unbumed oil and hydrogen sulfide. The mean size of the 
oil droplets that are generated during blowout is probably less than 3 nm, and thus 
many of these particles will not only be inhalable, but also respirable. The toxic 
effects of both HjS and oil mist would be localized near nonbuming breached 
wellheads. 

At the cost of additional optical impact, we recommend igniting the oil if it is not 
already burning. Based on our analyses, the worst environmental damage results 
from unbumed oil. 

Marine Effects 

Our studies draw us to the conclusion that a 20-million-barrel oil spill off the coast 
of Kuwait will be very damaging to the Gulfs ecology and fishing industry, and to 
desalination plants in Kuwait, Saudi Arabia, Qatar, and Bahrain. However, we have 
not quantified these effects. We believe that quantification may be possible. There 
are sources of information outside the U.S. that we were not able to tap during this 
brief project who have studied the Gulf since the Iran-Iraq war and may have 
estimates for damage caused by the Nowruz spill. A detailed treatment of oil-slick 
migration should be obtained from the Naval Oceanographic and Atmospheric 
Research Laboratory, which is doing modeling of the Gulf. Also, Applied Science 
Associates in Rhode Island has a model that projects the fate of an oil spill and 
predicts effects on marine life. Such a model may help quantify effects. We have 
not investigated specific effects of dissolved or suspended oil on desalination plants. 
Quantifying reduction in their performance should be possible. We believe that 
quantifying effects will be very useful, and we recommend a follow-up effort to do 
that. 

At the cost of additional optical impact, we recommend burning as much oil as is 
possible to reduce damage to marine life and desalination plants. Dispersants 
should not be used because they are more toxic than oil. 
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APPE>a)IXA 
BLOWOUT EFFLUENT ISSUES 
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OIL WELL BLOWOUT EFFLUENT CHARACTERISTICS 



Blowout effluent is typically a mixture of natural gas (predominantly methane) and 
liquid crude oil. Depending upon the velocities of the flows and the gas-to-oil ratio, 
the two-phase flow in a vertical pipe venting to the atmosphere can be very different 
(Soo, 1987; Hill, 1985; Govier and Aziz, 1972; Orkiszewski, 1967). At a low gas-to- 
oil ratio and low flow rates, the effluent is a flowing liquid containing gas bubbles. 
At a higher gas-to-oil ratio and higher flow rates, a transition occurs to slug flow in 
which the gas bubbles mostly coalesce and span the diameter of the pipe. This type 
of flow produces alternating bursts of liquid and gaseous effluent, not unlike those 
that occur in violent volcanic eruptions. At even higher flow rates, the slugs of gas 
and liquid become a froth. Finally, as the flow rate increases further, an annular- 
mist flow pattern is established in which an unbroken core of gas flows up the center 
of the pipe and an annular film of liquid flows up the pipe wall. The gaseous core 
also contains liquid mist droplets. As the gas flow increases within the annular-mist 
flow regime, the proportion of the liquid carried as a mist embedded in the gaseous 
core also increases until the annular liquid film no longer exists. 

The ecostresses, atmospheric conditions, and safety hazards created by blowouts 
depend critically upon the flow regime at the wellheads as venting occurs. At low 
flow rates and low gas-to-oil ratios, a crude oil fountain simply spills oil onto the 
ground surface. The oil droplets are so large that very little oil mist is generated. 
The natural gas separates from the oil in the fountain and rapidly rises (because 
pure methane is less than two thirds as dense as air at the same temperature and 
pressure). Should such a low pressure blowout ignite, a natural gas flame would 
occur above the wellhead with a crude oil pool Are around it. 

At the opposite extreme of high gas-to-oil ratio and high flow rates, a mixed gas/oil 
mist jet deposits very little oil on the surface in the immediate vicinity of the 
wellhead. The impacts depend strongly upon the oil droplet size distribution 
emerging from the wellhead. The gravitational settling velocity of particles and 
droplets above 1 fim diameter varies approximately as the square of the particle or 
droplet diameter, and directly as the material density. (Note that in aerosol science 
and in this text, the term particle includes droplets.) The settling velocity as a 
function of droplet diameter over the range of interest is given in Table A-1 for unit 
density spheres. The aerodynamic diameter (AD) of a particle is defined as the 
physical diameter of a unit density sphere having the same gravitational settling 
velocity. For oil droplets, the physical and the aerodynamic diameters are within 
about 10% of each other. 
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Table A-1. Terminal Settling Velocity of Unit Density Spheres at One Atmosphere 
Pressure and 20 Degrees Celsius* ' 

Particle Diameter (am) Settling Velocity (m/s^ 



lxlO-» 


7.0x10-8 


1x10-1 


8.8x10-7 


1 


3.5x10-5 


10 


3.1x10-3 


100 


2.5x10-1 


1000 


2.0x101 



♦From Hinds, 1982. 



This table reveals that particles significantly larger than 100 fixn AD (0.1 mm) dGi riot 
stay suspended for very long. Hence, droplets of this size or larger deposit ph the 
surface near the well. In contrast, particles below 1 fon AD essentially follow the air 
flow, and stay suspended for days or weeks. They are removed from the atmosphe^re 
principally by precipitation rather than gravitational settling. ■' 

Particle size also strongly influences the effective toxicity of airborne particles 
(Mercer, 1973). Particles much larger than 10 ^m AD are not normally inhalablCi 
Particles between 10 and 2.5 ^m AD are deposited in the respiratory track between* 
the nose and the bronchial tubes. If it is not ovenvhelnied by high concentrations, 
the human body rids itself of such particles in a day or two. Particles smaller than, 
about 2.5 fon AD, however, are deposited in the lungs. Typical residence time in the 
lungs is about a year. Fluids in the lung dissolve soluble materials and c^rry theW^^ 
into the bloodstream. 

The effects of airborne particles on light transmission through the atmosphere .are 
also strongly dependent on particle size. For visible light (500-nm wavelengtli), light 
scattering per unit mass for particles larger than the wavelength varies , 
approximately inversely as the particle diameter. Hence, oil droplets around 1 
in diameter degrade visibility ten times as effectively per unit mass as 10 
particles (Hinds, 1982). 
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Application to predicted Blowout Conditions 

Using typical blowout oil flow rates and gas-to-oil volumetric ratios for an average 
well in each of the oil fields of interest, Marx and Fletcher (1991) calculated (Table 
B-3) gas exit velocities as follows: 

SE 486 m/s 
MW 454 m/s 
W 207 m/s 
N 396 m/s 

Note that the velocity for the SE field is 486 m/s, rather than the 644 m/s initially 
calculated by Marx and Fletcher. They commented that 644 m/s exceeds the speed 
of sound in methane, which is not reasonable. They remarked that the actual 
velocity is probably close to the speed of sound in methane, 486 m/s. The Southeast 
Field has so-called choked flow, 

A number of authors (Soo, 1987; Hill, 1985; Govier and Aziz, 1972; Orkiszewski, 
1967) give similar criteria for the existence of the annular-mist flow regime. The 
predicted blowout conditions for each of the average wells for all four fields satisfy 
these criteria. Hence, oil mist production will probably be important, and droplet 
size of the oil mist will have a strong effect on tfie impacts of interest. If, however, 
the estimated gas flow rates are in error, and annular mist flow does not in fact 
occur, then the following analysis of droplet size the oil mist not pertinent. 

Model Predictions for Droplet Size 

Kataoka et al. (1983) presented a model for the droplet size distribution generated 
in annular mist flow that predicts both the droplet mass median diameter (MMD) 
and the droplet size distribution. The model was verified using large quantities of 
data acquired by other researchers in air-water systems. If reasonable estimated 
values for crude oil surface tension and viscosity are assumed, Kataoka's model 
gives the following results for the cases of interest: 



FmM MMD(am^ 

SE 1.40 
NW 1.54 
W 4.39 
N 1.85 



If V is taken to be the volume fraction contained in droplets of diameter larger than 
d, then Kataoka asserts that the volume distribution vs droplet size is lognormal and 
is given by 
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dV/dy = -0.50 exp (-0.781 y2). 

where y = In (d/MMD). 

Kataoka's model does not apply to droplets produced at the pipe exit from the 
annular liquid film traveling up the pipe wall As noted earlier, if the gas flow rate 
and the gas-to-oil ratio are sufficiently high, the film does not exist. Pogson et al. 
(1970) gives an expression for film thickness verified by experiment, and Bowdon 

(1990) has called attention to the Venturi effect at the wellhead for high gas-to-oil 
blowouts. The high velocity flow emerging from the wellhead entrains ambient air, 
producing a radially converging flow field. To complete the droplet size model, the 
annular film (if it exists under the flow conditions of interest) is assumed to come off 
the pipe exit as a sheet that is thrust into the turbulent flow by the Venturi effect 
described above. The sheet is broken up by the turbulent flow according to the 
aerodynamic breakup model presented by Pilch et al. (1981). Under these 
assumptions, the film gives rise to droplets of MMD within a factor of two of the 
mist droplets predicted by Kataoka in the core flow. 

As the droplets emerge from the wellhead, dilution of the jet by ambient air reduces 
the partial pressures of the droplet organics in the gas phase to below their 
respective saturation vapor pressures and the droplets begin to evaporate. If the 
wellhead is on fire, the evaporation occurs in the flame zone and is extremely rapid. 
If the wellhead is not on fire, evaporation is much slower. Calculations using the 
evaporation model presented by Hinds (1982) and the data on Kuwaiti crude oil 
composition from the National Research Council (1985) indicate that all but a few 
percent of the oil droplet mass will evaporate within minutes. Marx and Fletcher 

(1991) reach a similar conclusion using a somewhat different evaporation model. 
Hence, the high concentrations of oil mist will be localized within about a kilometer 
of the nonburning wellheads. The droplets remaining will consist mostly of 
nonvolatile chemical species. These droplets will contribute to visual obscuration, 
but are expected to be much less important to visibility than the soot generated by 
burning wells. 
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APPENDIX B 

COMBUSTION ISSUES 
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1. OIL WELL CALCULATIONS 



A number of models for dispersion of smoke plumes in the atmosphere use stack 
height as one of the input parameters. If the velocity and/or stack temperature of 
the plume are very high, an effective stack height is used that accounts for the 
momentum and buoyancy of the plume. In an oil well fire from a moderate- or 
high-pressure reservoir, enormous pipe exit velocities (as high as Mach 1) are 
encountered because of the volume of natural gas expelled with the oil. The high 
pipe exit velocity and towering flame from an ignited blowout well need to be 
translated into an effective stack height for use in these dispersion models. 

Simple empirical jet mixing correlations are not applicable to oil well fires because 
of (a) the two-phase flow and (b) the combustion processes involved. A two- 
dimensional, steady-state fluid dynamics and combustion model was therefore used 
to describe the combustion of the natural gas and oil from wells typical of the 
Kuwaiti area of concern. The model (PCGC-2) was originally developed for 
treatment of pulverized coal combustion in boilers (Smith et al., 1980; Fletcher, 

1983) , but was modified for this project to treat oil droplets instead of coal particles. 
The side walls were replaced with an air inlet along the vertical sides of the 
computational domain, and the air flow rate was set to five times the amount 
required for stoichiometric combustion of the oil and natural gas. Expected oil and 
gas flows from four different regions were generated by reservoir engineers at 
Sandia National Laboratories (J. Waggoner, 6253), along with a worst-case scenario. 
Radial mixing of air with combustion products above the flame was also calculated, 
and an effective stack height was estimated for each case. The average 
temperature, velocity, and flow rate at the effective stack height were calculated and 
were available for use as input parameters in the atmospheric dispersion models. 

This appendix briefly describes the combustion model (PCGC-2) used in the oil well 
fire calculations, along with a summary of the modifications and assumptions made 
to change the model from coal combustion to oil well fires. A summary of the input 
conditions provided by the reservoir engineers is listed for five different scenarios. 
Sample calculations of the oil well fire are also shown. Finally, the method of 
reducing the calculations to a form compatible with the atmospheric dispersion 
model is discussed, and results are presented. 

General Description of PCGC-2 

A steady-state, two-dimensional computer model called Pulverized £oal 
gasification and Combustion in 2 dimensions (PCGC-2) was developed by Fletcher, 

Smith, and Smoot (Fletcher, 1983; Smith et al, 1980), partially through the support 
of the Department of Energy (Hedman et al., 1983; Smith et al, 1983; Smith et al., 

1984) and the Electric Power Research Institute (Smoot et al., 1982). The code has 
been extensively evaluated by comparison with experimental data (e.g., Fletcher 
1983; Smith et al., 1980; Smoot et al., 1982; Smoot 1984; Smoot et al., 1984), 
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showing many areas of agreement. The code can be used to describe pulverized 
coal combustors and gasifiers, and the typical geometry modeled is two-dimensional 
and axisymmetric. A brief description of the code is provided here. 

. i 

Gaseous fluid mecham'cs are solved using steady-state finite difference techniques 
(Gosman et al., 1969; Patankar, 1980) and the k-c turbulence model for closure 
(Launder and Spalding, 1972). Particle mechanics are solved along Lagrangjan 
trajectories using the PSI-CELL technique (Crowe et al., 1977). Gas phase 
turbulence is adjusted for the presence of particles, and the effect of turbulence on 
particle motion is modeled semi-empirically (Fletcher, 1980; Melville I and Bray, 
1979). In the axisymmetric formulation, the effect of gravity on particle motion 
allows either a downward-fired or upward-fired reactor. 

Gas phase chemistry assumes that reactions are micromixing limited, with transport 
equations goverm'ng the mixture fractions of inlet gas and coal "off-gas",|as well as 
their mean square fluctuations (Spalding, 1971). The coal off-gas includes yolatiles 
liberated during the rapid devolatilization process, as well as the subsequent 
gaseous products of char oxidation. Instantaneous gas properties, such as 
temperature and species concentrations, are calculated by chemical equilibrium 
from local elemental composition as a function of the mixture fractions. Time-mean 
gas properties are calculated by convoluting the instantaneous properties over a 
clipped-Gaussian probability density function (PDF) based on the turbulence 
statistics of the mixture fractions. The imj;>ortance of treating the interactions 
between turbulence and chemistry is discussed by Smith and Fletcher (1988). 

Changes in the material properties of each coal particle are assumed to be| slow with ; 
respect to the time scale of turbulence, so coal particle reactions are based on time- 
mean gas properties. Coal devolatilization is commonly modeled using a siniple 
two-step kinetic scheme (Kobayashi et al., 1976; Ubhayakar et al., 1976), with 
kinetic coefficients and yields dependent on the particular coal type. Char oxidation 
rates based on external surface area are used, with rate coefficients also based upon 
the coal type (Smoot and Pratt, 1979). 

Gas and particle radiation are solved using either a relatively simple six-flux model 
(Varma, 1979) or a discrete ordinates method (Fiveland, 1984; Jamaluddin and 
Smith, 1988) that includes anisotropic and multiple scattering. C^as phase 
emissivities are calculated for emitting species (HjO and CO}) based 
recommendations of Hottel (1954). Optical properties of coal particles are basejd 
on recommendations of Varma (1979). | 

Two approaches have been developed to solve the gas phase energy equation in 
PCGC-2 when turbulence affects chemical reactions. In the simple appr|oach, the 
enthalpy is assumed to be a conserved scalar and is calculated as a function o^^ the 
mixture fraction variables. Gas species concentratioiis, density, and temperature are 
calculated from a two-dimensional PDF based on the two mixture fraction variables.'' 
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In a more sophisticated approach, the time-mean enthalpy is calculated directly 
from the energy equation, and the gas species concentrations and density are 
calculated from a three-dimensional PDF based on the two mixture fractions and 
the enthalpy. Experience has shown that the simple approach provides meaningful 
solutions if the overall heat loss by convection and radiation to reactor walls is 
specified. In the calculations presented here, the simple approach is used (enthalpy 
as a function of the mixture fraction variables), with 0% heat loss. Tlie more 
sophisticated approach is significantly more time consuming, and will be considered 
if this project is continued in a follow-on effort. 

Modifications to PCGC-2 for Oil Well Fire Predictions 

The version of PCGC-2 used in these calculations originally allowed for coal 
particles or coal-water slurries (fine coal particles in water droplets). In previous 
calculations of coal-oil slurries, oil was substituted for the water in the slurry 
droplet, with air as the entrainment gas. In the oil well fire calculations, natural gas 
(assumed to be methane, CH4) is the entrainment gas for the oil droplets, and it is 
not possible simply to replace the water droplet with an oil droplet because of the 
way the mixture fractions are defined. To model oil droplet vaporization, the coal 
particles are thus replaced with oil droplets. The vaporization of the oil droplet is 
modeled using a one-step devolatilization rate: 

dnid/dt = -knid, 

where the rate constant, k, is given by the familiar Arrhenius expression. The pre- 
exponential factor and the activation energy are taken from an empirical vapor 
pressure expression developed by Fletcher and Grant (Fletcher and Hardesty, 
1990), assuming that a representative molecular weight for crude oil is 150 AMU. 
The resulting expression for the rate constant is 

k = 8.7 X 10* exp(-ll kcal/mole/RT). 

The low activation energy is typical of vaporization. The devolatilization rate is first 
order in the mass of the droplet m^, whereas a more standard approach to 
vaporization is not dependent on the mass of the droplet. However, the use of a 
devolatilization rate allows for a range of vaporization temperatures, which works 
better for crude oil than an approximation using a single vaporization temperature. 

To model oil droplets with PCGC-2, it is also necessary to change the calculations of 
particle diameter as a function of devolatilization. Oil droplets maintain a constant 
density, so the diameter changes as mass is vaporized from the droplet. To save 
computational time, particle trajectories of the droplets are stopped whenever 
99.9% of the droplet mass vaporizes. Cenosphere formation, combustion, and 
radiation are not treated in these calculations. Trace mineral particles (e.g., 
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vanadium oxide) and soot are assumed to disperse at the same rate as the gas and 
are therefore not modeled with the Lagrangian particle scheme. 

The high flow rate of natural gas expected from some of the wells results in 
superficial pipe exit velocities (calculated only from the flow of gas) greater than the 
speed of sound in CH4 (486 m/s), and PCGC-2 does not treat the compressible 
effects of gas density at sonic or supersonic conditions. These calculations limit the 
pipe exit velocity to Mach 1 (in CH4). When the mass flow rate of gas indicates 
supersonic exit velocities from a 3.5-inch-diameter pipe, the pipe diameter is 
changed in the calculations to yield a superficial exit velocity of Mach 1 with the 
prescribed mass flow rate. 

The flow domain previously used in typical PCGC-2 coal combustion calculations is 
shown in Figure B-1, with the primaiy fiiel jet surrounded by a concentric secondary 
stream of oxidizing gas (typically air). Wall boundary conditions are used for all 
variables; previous attempts at changing the wall boundaries to free flow conditions 
(allowing the code to calculate the air entrainment rate) have been unsuccessful. 
However, additional inlet streams are permitted anywhere along the wall boundary, 
recognizing that these are two-dimensional, axisynrnietric calculations. Inlets in the 
side wall are actually slits around the circumference of a cylinder. 

In the oil well fire calculations, the entire vertical side wall is changed to a large air 
flow inlet. The mass flow rate of air is specified as an input parameter, and uniform 
radial velocities are assumed along the vertical boundary. The stoichiometric 
amount of air required to bum the natural gas and oil is calculated based on the 
composition of the natural gas (assumed to be CH4) and oil. In these calculations, 
five times the stoichiometric amount of air is used, in accordance with observations 
of oil pool fires by Koseki and Yumoto (1988). 

Input Conditions 

The heat of combustion of crude oil is estimated at 6.1 GJ/barrel (Bethe, 1981). 
Heats of formation and vaporization for several long-chain hydrocarbons (decane, 
dodecane, hexadecane) on a mass basis (kcal/g) exhibit asymptotic behavior as a 
function of molecular weight (Table B-1). Tlie estimated properties of crude oil 
from the area of concern are given in Table B-2. The expected droplet size 
distribution from an oil well is not known; the mass mean droplet size of 175 ^ni 
used here is between that expected for fine nozzles (20-nm droplets) and raindrops 
(1 to 10 mm in diameter). Note that much smaller droplets are predicted in 
Appendix A. 

The maximum number of finite difference grids in the current version of PCGC-2 is 
40 X 40. Grids are spaced unevenly: small grid spacing is used near the pipe exit 
and large grid spacing is used near tiie vertical inlet boundary and the top boundary. 
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Figure B-1. Schematic of the Burner Used in a Typical PCGC-2 Combustion 
Calculation. 
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Table B-1. Heats of Formation and Combustion of Hydrocarbon Compounds 



Molecular 


Ltif 


(Kcal/mole) 
1.96 


Boiling Point 




Compound 


Weight 


(kwl/mole) 


(K) 




methane 


16 


-16 


112 


-1.00 


propane 


44 


-19.5 


4.49 


231 


-0.44 


n-heptane 


100 


-34.6 


7.58 


372 


-0.35 


n-hexane 


114 


-38.2 


9.22 


399 


-0.34 


dodecane 


170 


-52.8 


11,9 


489 


-0.31 


n-tridecane 


184 


-56.4 


13.0 


508 


-0.31 


n-tetradecane 


198 


-61.1 


13.8 


527 


-0.31 


n-hexadecane 


226 


-67.4 


15.4 


560 


-0.30 


acetylene 


26 


54.3 


4.2 


192 


2.09 


ethylene 


28 


14.5 


3.2 


170 


0.52 


benzene 


78 


24.0 


7.4 


353 


031 


diesel #2 


170 


-52.8 


• 


« 


-031 



0.122 

0.102 

0.076 

0.081 

0.070 

0.070 

0.069 

0.068 

0.16 

0.12 

0.09 



*Not applicable 



Table B-2. Properties of Oil Used in PCGC-2 Calculations 



Estimated Droplet Sizes 
Initial Size Distribution 
Urn) ^ (wt. %) 

30 18 

75 25 

150 30 

300 15 

500 12 

aH^„ = 70cal/g 
AHf = -300 cal/g 

Vaporization Rate = 8.7 x 10< exp(-ll kcal/mole/RT) 
(from the Fletcher-Grant vapor pressure correlation with molecular weight = 150) 

Composition 



Element 


-Wt.% 


C 


84.0 


H 


12.0 


O 


1.0 


N 


OJ 


S 


25 
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A large domain (50-m radius, 500-m vertical height) is used to provide residence 
time for the ambient air to cool the hot combustion gases to typical stack exit 
temperatures (200 to 300 °F, or 360 to 420 K). One radial grid point describes the 
pipe exit, which determines the grid spacing factor (Ar^ = dpipe/2, 40 grid points, 
^boundary = 50 m). A grid spacing factor of 1.2 (Arj/Arj = 1.2) is used in the vertical 
direction. 

The temperature of the CH4 at the pipe exit is set at 350 K, while the temperature 
of the ambient air is set at 293 K. The ambient air calculation may be too low for 
desert conditions, but this temperature is not expected to affect calculations 
significantly. The droplet velocity at the pipe exit is set to 50% of the gas velocity at 
the pipe exit, but this would not be accurate for the small droplets predicted in 
Appendix A. A 2-degree cone angle for the initial droplet dispersion is used in 
these calculations. Many of these variables are unknown, and parametric 
calculations should be performed in the future to determine which variables most 
affect the results. 

Sample Calculations 

Sample calculations are shown for combustion at a wellhead in the Southeast Field 
in Figure B-2; the plots show the plume height and air entrainment, rather than the 
flame height. This figure illustrates the spatial scaling problems in these 
calculations: fine time and spatial scales are required near the wellhead, while large 
scales are necessary to model the air entrainment and plume rise. The pipe exit is 
located at the centerline (r = 0) at a vertical distance of 0. The flame is located 
where the temperature is high and at the interface between the regions of high O2 
and CO concentrations. The flame is just under 50 m high, and more than 300 m 
are required to cool the plume to 400 K. The methane is consumed first, followed 
by the oil. The high axial velocity at the pipe exit decreases rapidly from near sonic 
conditions to a few meters per second within the first 5 m along the centerline. No 
droplets recirculate and hit the ground in these calculations because of the droplet 
sizes used and the high gas velocities at the pipe exit. The streamlines show the 
predominant flow direction as air flows toward the centerline and is carried upward 
with the flame. 

Results 

The PCGC-2 results (Figure B-2) were condensed into a few simple parameters to 
be used as input parameters for the atmospheric dispersion code. The data needed 
for the atmospheric calculations are the effective stack height, the mass flow rate of 
gas, the heat release rate, and the velocity at the effective stack height (the height at 
which the centerline gas temperature reaches 400 K). Gas velocity and temperature 
profiles at the effective stack height are not uniform across the cross section defined 
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Figure B-2a. Axial Velocity Contours Predicted by PCGC-2 for an Oil Well Fire 
in the Southeast Field (m/s). 




Figure B-2b. Gas Streamlines and Velocity Vectors Predicted by PCGC-2 for an 
Oil Well Fire in the Southeast Field. For clarity, high velocities near 
the pipe exit are not plotted. Unite on streamlines are values for the 
stream function normalized by the total input mass flow rate. 
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Figure B-2c. Gas Phase Temperature Contours Predicted by PCGC-2 for an Oil 
Well Fire in the Southeast Field (K). 
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Figure B-2d. Mole Fractions of CH4 Predicted by PCGC-2 for an Oil Well Fire in 
the Southeast Field. 
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Figure B-2e. Mole Fractions of Oj Predicted by PCGC-2 for an Oil Well Fire in 
the Southeast Field. 
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Figure B-2f. Mole Fractions of CO Predicted by PCGC-2 for an Oil Well Fire in 
the Southeast Field. 
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Figure B-2g. Mole Fractions of CO, Predicted by PCGC-2 for an Oil Well Fire in 
the Southeast Field. 
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Figure B-2h. Mole Fractions of HjO Predicted by PCGC-2 for an Oil Well Fire in 
the Southeast Field. 
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by the effective stack radius. Consequently, some integrations were performed to 
obtain average values for the mass flow rate and gas temperature. The effective 
stack radius was defined as the radial distance at which the axial velocity was 10% of 
the centerline gas velocity. 

The effective gas density was calculated at the average gas temperature using the 
ideal gas law. The average stack velocity was then calculated from the mass flow 
rate, the effective stack radius, and the effective stack density. The volumetric flow 
rate at the effective stack height was obtained by dividing the effective mass flow 
rate by the effective density. 

The results of the PCGC-2 calculations for the five cases in Table B-3 are 
summarized in Table B-4. As expected, the highest mass flow rates at the effective 
stack height are for the highest oil flow rate. The effective stack heights range from 
275 m for the Midwest, West, and North cases to 340 m for the Worst Case. The 
stack height for the Worst Case is highest because the mass flow rates of oil and gas 
in this case are higher than in the other cases. In addition, the computational grid 
used for the Worst Case was 600 m high instead of 500 m high, which decreased the 
flux (mass flow per unit area) of air at the boundary (r = 50 m). Because less air 
and combustion products mix at the lower heights, the effective stack height is 
raised. The effective stack radius for the Worst Case is also much larger than in the 
other cases, which explains why the effective stack temperature and the effective 
stack velocity are lower for the Worst Case, In the future, it may be necessary to 
specify a given height for all cases and then compare effective stack temperatures 
and velocities. 

Recommendations 

If it is decided to reflne and/or extend the combustion calculations, the following 
specific recommendations are proposed: 

1. Computations should be performed in which the region near the wellhead is 
better resolved (i.e., the flnite-difference grid should be refined there). Modeling of 
shock and rarefaction waves is not suggested, although additional thought should be 
given to the influence of the assumptions regarding the exit of the flow from the 
wellhead. The principal question requiring resolution concerns the accuracy of the 
calculation in the region where the oil is evaporating and the gas mixture is starting 
to bum. 

2. The process by which the oil breaks up into droplets should be studied in more 
detail. This will require knowledge of the flow conditions as a function of time after 
blowout. Droplets falling from oil well blowout plumes generally range in size from 
pinhead to quarters. Sufflciently small droplets would not fall near the wellbore. 
The distribution of droplet sizes has a crucial influence on the amount of oil that is 
burned versus that which falls to the ground (and then perhaps bums in a pool Are). 
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Table B-3. Estimated Input Flow Rates for DifTerent Oil Wells 
InpMt Paramgtprs gpythga^t Midwest Wgst Nonh Worst Case 



Mass Flow Rate of 

Oil (kg/s) 42.3 

Mass Flow Rate of 

Gas (kg/s) 2.66 

% Gas (by volume) 99.0 

Theoretical Pipe 

Exit Velocity (m/s)* 644 
Heat Release from 

Oil (GW) 1.62 
Heat Release from 

Gas (GW) 0.15 

Stoichiometric 

Combustion Air 

Req'd (kg/s)t 635 



18.4 12.9 23.0 

1.88 0.86 1.64 

99.4 99.0 99.1 

454 207 396 

0.71 0.49 0.88 

0.10 0.05 0.09 



289 



194 348 



55.2 

3.27 
98.9 

792 

2.12 

0.18 

825 



* Speed of sound in CH4 = 486 m/s; the velocity in this table assumes a pipe diameter 

of 3.5 inches with the given gas flow rate, 
t PCGC-2 calculations used five times this value. 



Results 



Effective Stack 
Height (m) 

Mass Flow Rate 
(kg/s) 

Effective Stack 
Radius (m) 

Average Stack 
Temperature (K) 

Average Stack 
Velocity (m/s) 

Volumetric Flow 
Rate (mVs) 



Table B-3. Summaiy of PCGC-2 Calculations 
Southeast Midwest West North 



300 

1202 

23.4 

354 

0.57 

1203 



275 275 275 

859 431 714 

23.6 23.6 20.3 

359 353 357 

0.48 0.24 0.43 

872 431 721 



Worst Casg 

340t 
1835 
39.4t 
321t 
0.29t 
1668 



t The centerline temperature in this case is high for longer distances. This causes a 
higher effective stack height, greater radial dispersion, and consequently lower 
average stack temperatures and velocities. The mass flow rate, however, is higher for 
this case. 
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3. The computational domain should be extended radially to ensure that the 
boundary conditions at the outer radius of the domain do not influence the results 
significantly. Furthermore, the following assumptions should be tested to determine 
whether (a) the flame entrains an amount of air equal to five times the 
stoichiometric requirement and (b) the source of this combustion air can be 
modeled with a uniform influx of air from the outer radius. 

4. The models that describe the evaporation of the oil and the burning of the 
resulting gaseous mixture should be investigated. As noted above, the chemical 
processes in the burning of hydrocarbon fuels are veiy complex, and the turbulence 
of the flow field further complicates the combustion process. The PCGC-2 code has 
proven useful in the past for modeling the burning of coal particles, but it is 
relatively untested in the area of spray fuel combustion. 

5. The processes by which soot is formed should be studied, and appropriate models 
should be incorporated into the computer code. The effects of soot on the radiative 
properties of the flame should also be more carefully investigated. 

6. Two approaches have been developed to solve the gas-phase energy equation in 
PCGC-2 when turbulence affects chemical reactions. In the simple approach, the 
enthalpy is assumed to be a conserved scalar and is calculated as a function of the 
mixture fraction variables. Gas species concentrations, density, and temperature are 
calculated from a two-dimensional PDF based on the two mixture fraction variables. 
In a more sophisticated approach, the time-mean enthalpy is calculated directly 
from the energy equation, and the gas species concentrations and density are 
calculated from a three-dimensional PDF based on the two mixture fractions and 
the enthalpy. The simple approach has provided meaningful solutions if the overall 
heat loss by convection and radiation to reactor walls is specified. In the 
calculations performed under Phase I, the simple approach was used (enthalpy as a 
function of the mixture fraction variables), with 0% heat loss. The more 
sophisticated approach is significantly more time consuming, yet more accurate, and 
should be considered if this project is continued under Phase II. 

7. Buoyancy is not treated in the gas phase in PCGS-2 calculations. This is a 
seemingly minor correction (adding pg terms to the equations), but corrections must 
be made to the turbulence expression and may be needed to adjust the postflame 
mixing rate between combustion gases and ambient air (Chen, 1990). 

Some questions implied above might be answered by parametric studies using 
existing models to identify which assumptions and/or models strongly influence 
critical code results and would require research in greater depth. 



76 



APPENDIX C 



TRENCH ISSUES 
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1. TRENCH DESCRIPTION AND OIL FLOW RATE 



The 80 Iraqi fire trenches across southern Kuwait were described as roughly 3.7 m 
wide, 4.6 m deep, and 1 km long. The Iraqi pipeline feeding the trenches can handle 

I. 5 Mbpd (million barrels per day). The total trench volume is 1,360,000 m^. The 
total flow rate into the trenches is (1.5 Mbpd) 225,000 mVd. Thus, the trenches can 
be filled in roughly 145 hours if nothing seeps out or evaporates. 

2. SEEPAGE AND EVAPORATION LOSSES 

Approximate analyses were performed to estimate the importance of seepage and 
evaporation losses. The evaporation analysis assumed that there is no convection of 
oil in the trench, and it considered only methane, the most volatile constituent of oil, 
and pentanes. The losses of methane and pentanes from diffusion through the oil 
and evaporation at the surface are negligible over a few days. Convection speeds up 
the loss of volatiles but, in our judgement, not enough to make evaporation losses 
significant. We neglected evaporation losses but can revisit them in a more rigorous 
follow-up. Seepage losses can be significant and depend very strongly on soil 
permeability. Our seepage analysis assumed that the trench was triangular (we do 
not have a simple seepage model for rectangular trenches) but had the same depth 
and volume per unit length as the rectangular trench. The triangular trench had an 

II. 8-m wetted perimeter compared to 12,9 m for the rectangular trench. The 
analysis also assumed that the ground surrounding the trench was already saturated 
with oil. 

Soil permeability was based on two soil samples from Saudi Arabia given to us by 
Ft. Belvoir's Night Vision Lab (Markey, 1990). Unfortunately, the samples were 
from an area about 100 miles southeast (N 28.00.00, E 49.25,00) of the trench area. 
One sample was dune sand taken from the dune top, and the other was soil at the 
dune base. Seepage for the dune-top sand is twenty times faster than that for the 
dune-base sand because the particles are larger and have less resistance to oil flow. 
We suspect that the soil in the trench area is more like the dune-base sand because 
the trenches were excavated into the subsurface soil. 

Although we used the dune-base permeability in our analysis, we cannot be 
confident in our results without data on soil from the trench area. Permeability can 
change by orders of magnitude depending on soil characteristics. For dune-base 
sand, the seepage rate for a full trench is roughly 28.7 barrels per day per meter of 
trench length, and this is the value we used in the analysis. We believe that slower 
seepage rates are veiy possible due to lower soil permeability in the trench area or 
because of clogging by paraffins, tars, and asphalts in the oil (no quantitative 
estimate is available for these effects). Because of the uncertainty in seepage rate, 
getting more relevant soil data and using a more detailed seepage model are 
recommended for a follow-up project. The use of a triangular rather than a 
rectangular trench geometry introduces probably a factor of two uncertainty, at 
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most, in the estimate of the seepage rate, but the uncertainty in the soil permeability 
introducesatleastafactorof five uncertainty in the same estimate. ] 



3. FIUJNG RATE AND REPDENISHMENT REQUIREMENTS 

With a trench volume of 1,360,000 ms, a filling capacity of 225,000 m^d (liSI Nftipd),, . 
if there is no seepage, the trenches can be filled hi 145 hdurs. With *our assumed! 
seepage rate of 340,000 m^/d, trenches cannot be filled simultkne6,usly and 
maintained full because the assumed seepage rate is greater than t|h(5 filling ; 
capacity. We do not recommend assuming that seepage will keep the trenches from ^ 
being filled or kept fiill because of the uncertainty in seepage rate. Indeed,, the 
trenches can be preconditioned to reduce Seepage by repeated fillipg with pil^ >^ 
allowing deposition of the paraffins, tars, and asphaltene^ that d^brelas^? ^it;f 
permeability. • " ' 



4. IGNITION AND BURNING 



1. 



'Hi. 



As the more volatile components of oil evaporate from the surface of the trenclii-thiei ^ 
oil becomes more difficult to ignite; however, our contacts (Hertzberg^:49?0;;^ 
Keltner, 1990; Evans, 1991; Fingas, 1991), who have e)q>erience with buniinjg^oil 
pools, say that burning can always be started by using a strong enough ignition 
source. These experts also say that the oil will continue to bum until it isjnearly[ df<; 
completely consumed. In fact, the saturated .soil can continue to burn veryl^eakly^^ 
for a short time (quantitative estimates for saturated soil burning are ^not availably) :f 
after the oil is gone. j i W-^ ■■. ; 

Oil burning rates depend on the type of oil, the size of the pool, and the atmpspheri(:f 
conditions. We believe that a burn rate of 3.5 mm/min (.21 m/h) is appropriate ^^^^^ 
crude oil in a 3.7-m-wide trench based on studies done by Koseki (19^89).^^^^^^^^^^^ 
reasonable range of burning rates might be from 2.5 to 5 mm/min. We also: believe 
that the burning rate will be fairly constant (Pagrii, 1990). A little wind shbula' 
increase the rate slightly, but a strong wind should decrease it slightly by blowing iHe 



fiame plume to an angle with the oil surface. High plume angles may 
burning rate because the rate depends on radiation transferred from the 
the oil surface. Keltner (1990) observed a 45 degree plume angle caused 
2.5 m/s wind, which had little effect on burning rate. 



decrease 
plume'no 
by a 2 to 



Theiime 



A burning rate of 3.5 mm/min corresponds to 15 x W m?/d (10 Mbpd). 
the trenches will burn depends on burning rate, seepage rate, and wheUier oil is 
replenished during burning. Burn times for different assumptions are given in Table 
C-1 below. 
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Table C-1. Burn Times for Various Oil Input, Loss, and Burn Rates 



Refill Rate (Mbpd> Seepage Rate (bbl/m-dav^ Burn Rate (mm/min^ Bum Time (h^ 



1.5 28.7 3.5 20 

0.0 28.7 3.5 18 

1.5 0 3.5 26 

0.0 0 3.5 19 

0.0 28.7 5.0 13 



Flame heights are expected to be 15 to 20 m (Pagni, 1990), and flame temperatures 
are expected to be around 1500 K (Hertzberg, 1990). The table assumes that 
burning will stop when there is no oil left in the trench. Burning will not stop if the 
supply of oil continues. 

5. SEEPAGE ANALYSIS 

To estimate the rate at which oil would seep out of the trenches, a variety of 
mathematical modeling approaches could be taken. The physics of flow and 
transport of nonaqueous petroleum liquids through porous media is relatively well 
developed (Abriola, 1988). Models available range in sophistication from simplified 
"sharp interface" models that neglect the effects of capillarity between the oil and 
water phases, to "black oil" simulators that account for capillary effects but neglect 
interphase mass transfer between the fluids (air, oil, and water), to "compositional" 
models that attempt to account rigorously for both capillarity and interphase 
partitioning of the fluids. The data needs, as well as computing power required, for 
the models increase significantly with the level of sophistication. For the problem at 
hand, interphase mass transfer would probably minimally impact the flow rates out 
of the trenches; however, capillary effects may be important. Therefore, a black-oil 
model would be the most rigorous approach. 

A model conceptualized and coded by Dr. Jack Parker and his colleagues at the 
Center for Environmental and Hazardous Materials at Virginia Tech would be 
perhaps the most appropriate black-oil simulator for this problem (Kaluarachchi 
and Parker, 1989). To implement this simulation would require data on capillaiy 
pressure-saturation relationships and unsaturated permeability-saturation relations. 
It would require two to three weeks to obtain these data through laboratory 
measurements and some additional time to complete the simulation, so a simpler 
modeling approach has been used. 
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Two simple sharp-interface models were employed to investigate this problem. The 
first was a simple one-dimensional (ID) analysis (Green and Ampt, 1911), which 
has been widely applied in agricultural soil physics for many years and has been 
applied recently to oil infiltration problems (Dracos, 1978). The second was a two- 
dimensional (2D) profile simulation of steady seepage from a triangular shaped 
trench (Harr, 1962). This 2D model was modified to allow for oil as the wetting 
fluid and to allow for analysis of transient drainage behavior. In both cases, the 
conceptual model investigated examines drainage from an oil-filled trench cut off 
from its oil supply. In both cases, a finite-difference time-marching algorithm was 
used to simulate the transient drainage behavion 

1. The initial volume (17 m' per meter of trench length) and depth (4.6 m) of 
oil in the trench was specified at time t=0. 

2. The flow rate of oil out of the trench, Q, for time step t^ was computed using 
either the ID or the 2D analytical equation. 

3. The volume of oil seeping out of the trench for time step tj was computed as 
Vout =Qdt, where dt is the length of time between time step t^ and time step 

4. This volume of oil, Vquj, was subtracted from the volume of oil at the 
beginning of the time step to obtain the volume and depth of oil in the 
trench at the end of the time step. 

5. Repeat steps 2 through 4. 

To use these models the principal input needed was the permeability of the soils 
from the site. Soils from a nearby site in Saudi Arabia were provided for testing. A 
particle size analysis was performed, and these results were used to estimate the 
permeability using the empirical relation developed by Hazen (Sowers, 1979, pp. 95- 
96) for clean sands: 

k = C(Dio)», 

where k is the permeability to water in nrun/s, Djo is the 10% passing grain size in 
mm, and C is an empirical coefficient ranging between 10 and 15. The results of the 
grain size analysis are shown in Figure C-1. From this information, and by 
correcting permeability to account for oil as the wetting fluid, media permeabilities 
to oil are estimated to range between 0.25 and 5.1 m/d. It should be emphasized 
that these are merely estimates and that the amount of variability between the two 
samples is not unusual. To perform a more rigorous analysis that accounts for 
variability in the soil properties^ one should obtain a statistically significant 
number of soli samples from the actual slte($) of interest. 
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Using these estimated properties in the ID and 2D seepage models, we obtained the 
time series predictions of oil remaining in the trench (per meter length of trench) 
shown in Figure C-2. As seen in Figure C-2, the 2D analyses predicted quicker 
drainage than the corresponding ID models. This is not surprising because the 2D 
model allows for some horizontal spreading and thus larger cross-sectional area for 
the oil seepage. Also notable is the large difference in predicted drainage times, 
depending on whether the high permeability or the low permeability value is used. 
Because of spatial variability in soil properties, some portions of the trench would 
probably drain at the rate reflected by the higher permeability curves, while other 
sections would drain at lower rates. Given the opportunity for oil to flow along the 
ground surface through the trench, a process not accounted for in the models, it is 
likely that the true overall drainage behavior would represent some average value 
between the extremes. Whether the actual extremes are even captured in Figure 
C-2 is unknown because of the relative paucity of permeability data. 

6. EVAPORATION ANALYSIS 

To estimate the potential loss rate of light ends from the crude oil, the diffusion 
rates of methane and pentanes, representing the light and heavier light-end 
components, were investigated. Thermal convection, caused by density fluctuations 
from temperature changes, and evaporative effects are likely to affect the loss rate. 
However, for computational simplicity, convection contributions to the loss rate 
were neglected. In addition, it was assumed that once the light ends left the Kquid 
phase, they were immediately blown away by wind. 

For this geometry, the appropriate form of Pick's second law is 



where C; is the concentration of the i'^ component, t is time, Dj is the diffusion 
coefficient of the i'*» component, and z is the vertical axis, taken to be 0 at the 
bottom of the pool of oil and L at the top. The two boundary conditions were 



2 




(1) 



C^(t, z 

or no light ends in the gas phase, and 



0 



(2) 



ac, (t, z 



0) 



= 0 
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Figure C-1. Particle Size Analysis for Two Soil Samples Obtained Near Trench 
Sites. 
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Figure C-2. Volume of Oil Remaining in the Trench (per Meter Length of Trench) 
Versus Time as Predicted by Both ID and 2D Models for High 
Permeability and Low Permeability (High k and Low k, Respectively) 
Soils. 
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or no transfer of material across the bottom boundary of the pool. The initial 
condition was taken to be 



That is, the pool is initially well mixed. 

Solving Equation (1) subject to the conditions in Equations (2), (3), and (4) yields 
an expression for the concentration of the 1*^ component as a function of t and z, 

^> = 2_ ITT ^ [—J [—J* 

n odd 

In this equation, normalized quantities are denoted by the carets O; Q has been 
normalized by Ci(t = 0, z), Dj by Dch4, t by 1^/Dch4* and z by L. Once the diffusion 
coefficients are known, this equation can be used to calculate concentration profiles 
at various times. 



To determine the diffusion coefficients of the light ends in crude oil, a thorough 
literature search was conducted. When neither measured values nor adequate 
correlations were found in the literature, a correlation for normal paraffin solutions 
(Hayduk and Minhas, 1982) was used to obtain the diffusion coefficients for 
methane (Ci) and the isomeric pentanes (Cs): 



13.3 X 10 



-8 



T i; 
..0.71 



(6) 



In this equation, Dj is the diffusion coefficient in cm^/s, T is the temperature on the 
Kelvin scale, r) is the viscosity of the solvent in centipoise, and is the molar 
volume at the normal boiling point in cm^/mole. The parameter e is calculated 
from the other parameters according to the equation 



10.2 ^ 

e = — 0.791. (7) 

The temperature was taken to be 373 K (100 '^F), and the molar volumes at the 
normal boiling points, V„, were obtained from Daubert and Banner (1985). The 
viscosity of the oil was taken to be 5.3 centipoise, an approximate value for crude oil 
at 100 "F. The parameters for the isomeric pentanes were averaged, yielding a 
lumped diffusion coefficient for the Cg fraction. The calculated diffusion 
coefficients are listed in Table C-2. 
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Table C-2. Calculated Difnision Coefncients for Methane and the Pentanes 



Component 



Diffusion Coefficient 
cmVs 



Methane (CO 



1.95E-05 



Pentanes (Cs) 
(lumped isomerically) 



6.43E-06 



These diffusion coefficients were implemented in Equation (5), which was then used 
in a FORTRAN program to calculate the concentration profiles in Figures C-3 to 
C-6. Figure C-3 provides normalized methane concentration, Ci/Ci(t = o) (C^t = o) 
is the initial uniform concentration of methane at t = 0) as a function of depth (z = 
L at the top of the trench) for six different times from 0 to 2.85 days. Figure C-4 
shows similar methane concentration profiles for six times ranging from 0 to 285 
days. Similar results for the lumped isomeric pentanes are shown in Figures C-5 
and C-6. Because C5 diffuses more slowly than C^, its concentration profile changes 
more slowly. 

From these figures, it can be seen that loss of the light end components from the 
crude oil is a slow process, even for the most volatile component, CH4. If 
convection does play an appreciable role in moving oil containing light ends to the 
surface, the diffusion rate might be much faster. If the resulting effective diffusivity 
were 100 times greater from convection, the time scales of all figures would drop by 
a factor of 100. The results presented in Figures C-2 and C-3 for up to 285 days 
would apply to a time scale of 2.85 days. Consequently, unless the contribution of 
convection to the overall mass transfer rate is two orders of magnitude, it is unlikely 
that the loss of light-end components from a pool of crude exposed to the 
atmosphere would be significant 



86 





1.10 ■ 




1.00 ■ 




0.90 ■ 




0.60 - 




0.70 - 


Q 






0.60 - 


(J 


0.50 - 


u' 






0.40 - 




0.30 • 




0.20 ■ 




0.10 - 




0.00 L 




0.0 0.1 0.2 0.3 0.4 0.5 0,6 0.7 0.8 0.9 1.0 
z/l 



Figure C-3. Diffusion for Methane (Q). Six Time Profiles; 0 to 2.85 Days. 
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Figure C-4. Diffusion for Methane (C,). Six Time Profiles: 0 to 285 Days. 
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Figure C-5. Diffusion for Isomeric Pentanes (Cs). Six Time Profiles: 0 to 2.85 
Days. 
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Figure C-6. Diffusion for Isomeric Pentanes (Cs). Six Time Profiles: 0 to 285 
Days. 
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1. POLLUTANT PRODUCTION 



Analysis of pollutant production from large-scale regional fires requires that the two 
combustion processes likely to be encountered (burning oil and gas jets from 
severed high-pressure wellheads and burning oil pools) be treated separately. This 
is necessary because the combustion conditions are different and result in different 
pollutant production rates. The burning oil and gas jet case begins with an estimate 
of the mass median and maximum oil droplet size in the wellhead jet as a function 
of the wellhead pressure. These results are then input along with gas and oil flow 
rates into a combustion code that predicts flame temperatures and combustion 
efHciency. The combustion code output then allows reasonable estimates of 
pollutant production rates to be made. Pollutant release rates from burning pools 
can be addressed directly from published data. Pollutant production rates from 
burning gas and oil jets and pools are then combined in the various established 
scenarios to yield a total release rate for input into atmospheric dispersion 
calculations. 

Pollutant Emission Factors from Burning Gas and Oil Jets 

Principal gaseous and aerosol pollutants that would result from burning gas and oil 
jets emanating from a severed wellhead would include soot, sulfur dioxide (SO3), 
nitrogen oxides (NOJ, and unburned volatile hydrocarbons. Hydrogen sulfide 
(HjS) is another possible pollutant near a severed wellhead that is not burning. 
Droplet breakup calculations (Appendix A) show that median diameters of oil 
droplets from severed wellheads in the three regions of interest are mostly under 5 
microns in diameter with maximum diameters no larger than 14 microns. Using 
droplets larger than 14 pm, the PCGC-2 code made two predictions. First, all the 
droplets will be consumed in the jet flame zone, which implies that gas and oil jet 
combustion will be the dominant combustion process at an ignited wellhead and 
that pool burning will be of secondary importance. Second, CO production will be 
insignificant in the burning oil and gas jet Both results should also hold for the 
smaller droplets now expected. 

Since the combustion code caimot predict total particulate or soot concentrations, 
additional information to estimate particle production in the burning jet was taken 
from the literature. The resulting pollutant emission factors for a burning jet are 
given in Table D-1. 

Pollutant Emission Factors from Burning Pools 

Principal gaseous and aerosol pollutants from burning oil pools would include soot, 
carbon monoxide (CO), sulfur dioxide (SOj), nitrogen oxides (NO^), and unburned 
volatile hydrocarbons. 
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Table D-1. Pollutant Emission Factors for Crude Oil Pool Fires 

Jet Emission Factor Pool Emission Factor 

Pollutant fkg/kg) (kg/kgyi " 

Total Particulate 0.05 ± 0.01» 0.15 ± 0.03*> 

SOj 0.05 + 0.02c 0.05 ± 0.02^ 

CO 0^ 0.15 + 0.03* 

NOx 0.01 ± O.OK 0.01 ± O.Oljf 



* The iOOt production rate* in a gae and oil jet are taken from Urban and Dryer (1990). In thie work, the jwot ^■ 
formation wai measured during combuation of burning oil droplets. Although the work used larger dropiets 2 
than would be encountered here, we conservatively uiM their, values of COS. 

^ Taken from the work of MuilhoUand (1900) in which measurements were made of smoke emission from burning 
crude oil in intermediate (S m diameter) pool fires. The total particulate category can^be broken'linto elemental^ j, 
carbon and volatile carbon estimates based on the work by Einfeld et alf (1990) on k«roUne pool firesiand 
MuilhoUand (1990) on crude oil pool fires. The mass ratio of soot to volatile carbon is approximately 4:1 . ' 

c Kuwaiti crude oil typically contains 2.S% sulfur by weight. Here we conservatively assume that all sulfur. in the 
oil is converted to 30} during burning in both jet and pool fires. Since the molecular woiglit o^lSOj is tv^e*., . 
that of S, the emission factor is accordingly doubled. 

^ The results of the PCGC-2 code show no production of CO in the jet fire. 

i 

< The CO emission factor is taken from Day et al. (1979), which reports CO emission factors from small arctic 
crude oil pool fires that are about two to three times those of SO2 emiMions.. Mullholland.(1990) and'EinfeldJet 
al. (1990) report much lower (<0.6 - 8%) CO emission factors from crude oil and kerosene fires. For this work,, ; 
we conservatively use the higher values from Day et al. J . . 

i 

' NOx *R>iMion factors are taken from experimental work measuring NO^ from oil fired burners using rwiidual. . 
(heavy) fuel oil as sunmiarised by Lahre (1977). 

i ' 

Pollutant production rates from burning pools can be estimated by conside|riifig tKlee ^ 
parameters that control the rate of release. The first is the pollutant e'missioii, J; 
factor, which is defined here as the mass of a given pollutant released per unit m^t 
of crude oil consumed in a fire. The second is the fuel surface regression^ rate of t*" 
burning rate of oil, which is expressed in units of length per unit tim^.,: 'The third 
parameter is simply the area of the burning pool. Taken together, thesc^ three 
variables can express the pollutant production rate in units of mass pejr unit : tihie as . 
shown in the following expression: 

Mp = EFRAD,' 

where Mp is the pollutant production rate in kg/s, EF is the pollutant emission 
factor in kg/kg, R is the burning rate in m/s, A is the pool area in fn*, and D is 2L % 
density correction factor to convert cubic meters of oil to kilograms of oil. 

Estimates of pollutant emission factors in this analysis are given in Table D-1 along 
with appropriate references from the literature. A crude oil burm'ng rate estimate - 
of 3.5 mm/min (5.8 x lO-^ m/s) is taken from the work of Koseki (1989). [ As a part 
of this work, carried out at the Fire Research Institute in Japan, biiniing rates^of , 
various crude oils in large (>7 m^) pools were measured and were found to be in ' 
the range of 3 to 4 mm/min. 
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2. PLUME CHARACTERISTICS 



Atmospheric properties downwind from mass crude oil fires were examined by using 
a total pollutant production rate from both burning jets and pools for each of the oil 
fields of interest in the various event scenarios. This combined pollutant production 
rate or source term was then input into simple plume rise and dispersion models 
that predict ground-level concentration as a function of downwind distance. Data 
input and assumptions for the various steps in the process are outlined in the 
following sections. 

Source Conflguration 

In the absence of detailed information on specific oil well locations at the three 
principal oil fields of interest (Southeast, West, and North), each field was modeled 
as a line source oriented normal to the expected surface wind direction durmg 
January as shown in Figure D-1. Oil field size was estimated from maps showing the 
approximate geographical extent of each of the oil fields of interest. The Southeast 
(Burgan) field line source length was set at 35 km, the West (Manageesh) Field at 
15 km, and the North (Rawdhatain/Sabriyah) Field also at 15 km. 




Figure D-1. Map of Kuwait Showing Location of Principal Oil Fields and 
Trenches of Interest. Modeled line sources are shown superimposed 
on the smoke sources of interest and oriented normal to the expected 
wind direction. 
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Plume Rise Estimates 

Estimates of plume rise from a burning oil and gas jet were calculated on a per well 
basis, since no detailed information on the spatial arrangement of wells in a given 
field was available. Plume rises were calculated by calculating the heat production 
rates of an average well in each of the three principal fields of interest The thermal 
release of the well fire was calculated using the assumption that all oil and gas are 
consumed as they exit the wellhead, or in other words, no pooling or accumulation 
of oil at the source occurs. An expression that relates plume rise to heat release 
from a fire is 

Zc - 1/9 (QhV5) (U-i/3) . 

where is the centerline plume height in km, Qh is the heat output of the fire in 
MW, and U is the surface wind speed in m/s (Briggs, 1975). The heat release term 
can be estimated by combining the heat release from oil and natural gas, which can 
be estimated by the wellhead release rate of both oil and gas and their associated 
heats of combustion. The expected plume rise for a burning well jet at each oil field 
site is given in Table D-2 along with the assumptions used in the calculation. In all 
cases, plume rise is in the range of 0.5 to 1 km above the ground. The existence of a 
ground-based temperature inversion at night is not expected to alter the plume 
height estimate because these fires are of such high intensity that the plume would 
easily penetrate the inversion layer. 



Table D-2. Plume Rise Estimates for Southeast^ West, and North Kuwait Single 
Well Fires 



Parameter 


Southeast 




North 


Wellhead Oil Flow (bbl/day) 


23,000 


10,000 


12,500 


Wellhead Oil How (kg/s) 


36.7 


11.2 


20.0 


Wellhead Gas Flow (scf/s) 


141 


45 


87 


Heat Release - Oil (GW)» 


1.62 


0.49 


0.88 


Heat Release - Gas (GW)»> 


0.03 


0.01 


0.02 


Heat Release - Total (GW) 


1.66 


0.51 


0.90 


Wind Speed (m/s) 


3 


3 


3 


Centeriine Plume Height (km) 


0.9 


0.6 


0.7 



a Oil Heat of Combustion is 44 MJ/kg (Fletcher, 1990) 

b Gas Heat of Combustion is 1 MJ/scf @ STP (Fletcher, 1990). A mean surface 
level wind speed of 3 m/s is assumed. 
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Meteorological Conditions 

The various burn scenarios were evaluated for typical January day and night 
conditions using summary surface winds, winds aloft, and temperature data from 
Kuwait O'ty Airport. The data obtained comprised over 10 years of daily January 
observations. Sununary data are given for wind speed and direction as a function of 
altitude for night (3 AM) and day (3 PM) conditions in Figures D-2 through D-7. At 
the expected plume height of 1 km above sea level (3,000 ft) for most burning 
scenarios, the average wind direction is from the northwest at about 325 degrees for 
both night and day cases. Surface wind speeds are about 6 knots (3 m/s) at night 
and 10 knots (5 m/s) during the day. Increases in wind speed with altitude are as 
expected under normal atmospheric conditions. Temperature structure shows 
ground-based inversions extending to about 300 m during the night and normal 
temperature decreases with altitude during the day. 

Pollutant Dispersion Calculations 

Burning Wells. Estimates of downwind ground-level pollutant concentrations were 
determined by application of a Gaussian plume model (Pasquill, 1961; Gifford, 
1961; and Turner, 1970). The model assumes the following: 

• The pollutant is released at a constant rate. 

• The released material is modeled as a stable gas or particles with no reaction 
or deposition loss with downwind travel. 

• The plume constituents are normally distributed in the vertical direction. 

• Complete reflection of plume constituents is assumed at the ground. 

For a continuous line source, the ground-level concentration at a specified 
downwind distance is given by 

Cp = {2q/[(2,.)i/Ja.Ul} exp [-(H/„.)V2] . 

where q is the source release rate in g/m-s, H is height in m, a, is the vertical 
dispersion parameter as a function of downwind distance in m, and U is the mean 
surface wind speed in m/s. 
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Kuwait - Mean Direction 



30- 



JanOOZ 



25- 





Mean Direction. Degrees 



Figure D-2. Summary Nighttime (3 AM) Data for Wind Direction with Altitude 
from Kuwait City Airport. 
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Figure D-3. Summary Daytime (3 FM) Data for Wind Direction with Altitude 
from Kuwait City Airport 
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Kuwait - Mean Wind Speed vs Attitude 




Mean Wind Speed, Knots 



Figure D-4. Summaiy Nighttime (3 AM) Data for Wind Speed with Altitude from 
Kuwait City Airport. 

Kuwait - Mean Wind Speed vs Altitude 




Mean Wind Speed, Knots 

Figure D>5. SummaTy Daytime (3 PM) Data for Wind Speed with Altitude from 
Kuwait City Airport 
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Kuwait - Mean Temperature 
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Figure D-6. Summary Nighttime (3 AM) Data for Temperature with Altitude 
from Kuwait City Airport. 



Kuwait - Mean Temperature 
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Figure D-7. Summary Daytime (3 PM) Data for Temperature with Altitude from 
Kuwait City Airport. 
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The vertical dispersion parameter can be estimated for various atmospheric 
conditions or stability categories that take both wind speed and temperature 
structure of the atmosphere into account (Turner, 1970). For this analysis, two 
stability categories were considered. Stability category B was selected for daytime 
and assumes strong insolation (clear sunny skies) and surface wind speed in the 
range of 3 m/s. For the night case, stabili^ catcgoiy F was selected and assumes 
clear nighttime skies and less than 3 m/s surface wind speeds. Tabulated values of 
as a function of downwind distance were used for each of the selected stability 
categories to calculate downwind concentrations. Since a continuous line source is 
considered here, lateral pollutant dispersion within the plume is considered 
negligible. For this preliminaiy analysis, downwind pollutant diffusion at the the 
ends of the line sources are ignored. Figure D-1 is a map of Kuwait showing the 
three principal source locations and the expected wind direction. Figures D-8 and 
D-9 show typical daytime downwind ground-level concentrations for the base-case 
mass fire scenario (#2) at the Southeast (Burgan) Field and the West (Minageesh) 
Field. 

Similar dispersion calculations for the nighttime case show that the plume remains 
aloft in an approximate 600-m layer centered at about 1 km above ground. For 
distances ranging from close-in to 100 km, the plume does not mix down to the 
ground. 

Nonburning Wells. Wells in the West Field contain appreciable amounts of 
hydrogen sulfide that must be treated as a separate case in the analysis. Although in 
a burning gas and oil jet HjS would be fully consumed, it would be released in 
appreciable quantities in a nonburning jet. To estimate downwind HjS 
concentrations in these circumstances, a separate dispersion calculation was 
performed. In this calculation, a worst-case (West Field) point source with no 
plume rise is considered instead of a line source with elevated plume for the 
multiple burning well scenarios. Hydrogen sulfide concentrations as a function of 
downwind distance are shown in Figure D-10. 

Downwind Dispersion Estimates for Burning Wells 

Downwind concentrations for each of the four well-fire scenarios were calculated 
and are given in Table D-3 to a distance of 100 km. For the base-case case (#2) at 
the Southeast Field (Figure D-8), the maximum downwind ground-level 
concentrations occur at about 10 km for each of the pollutant species modeled. 
Soot and SO^ concentrations at 10 km are slightly less than 1 mg/m* and drop to 
about 0.2 mg/m» at 100 km. Carbon monoxide concentration levels are about a 
factor of four lower than those calculated for soot and SO2. Although calculations 
are not shown for NO^ species, values can be easily derived by dividing the SO2 
results by 5, since the NO^j emission factor is one-fifth that of SOj. Maximum NO^ 
concentrations 10 km downwind from the base-case fire event at the Southeast Field 
would be about 0.1 mg/m*. Downwind HjS concentrations modeled from the same 
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Scenario #2 Southeast Field 




Downwind Distanoo (jm) 



Figure D-8. Soot, SOj, and CO Daytime Ground-level Concentrations as a 
Function of Downwind Distance from a 35-km line Source through 
the Southeast (Burgan) Field for the Base-case (#2) Bum Scenario. 
NOx concentrations are five-fold less than the SOj concentrations. 



Scenario #2 West Field 




Downwind Distance (km) 



Figure D-9. Soot, SOj, and CO Daytime Ground-level Concentrations as a 
Function of Downwind Distance from a 15-km line Source through 
the West (Manageesh) Field for the Base-case (#2) Bum Scenario. 
NOx concentrations are five-fold less than the SO2 concentrations. 



100 




Figure D-10. Hydrogen Sulfide Ground-level Concentrations in the Vicinity of a 
Single Nonbuming Venting Wellhead (West Field). 

Table D-3. Ground-Level Pollutant Concentration with Downwind Distance for 
Selected Oil Fire Scenarios 



Pollutant 
Concentration 



I 



Downwind Distance (km) 
5 10 30 



Scenario #1 Southeast Field 

Soot (mg/mS) 4.6E-30 4.4E-03 

CO(mg/mS) J.lE-30 l.lE-03 

SO2 (mg/m5) 3.8E-30 3.7E-03 

HjS (mg/in») 6.9E-04 2.1E-04 

Scenario #1 West Field 

Soot (mg/mS) 5.0E-15 2.3E-02 

CO (mg/mS) 1.3E-15 5.9E-03 

SOjCmg/mS) 4.2E-15 J.9E-02 

H3S(mg/mS) 1.4E-02 4.1E-03 

Scenario #2 Southeast Field 

Soot (mg/mS) 7.1E-30 6.8E-03 

CO(mg/mS) I.8E-30 1.7E-03 

SO2 (mg/mS) 6.0E-30 5.7E-03 

HjS (mg/mS) 6.4E-03 2.0E-03 

Scenario #2 West Field 

Soot(mg/m8) 1.6E-14 7.2E-02 

C0(mg/m3) 4.0E-15 1.8E-02 

SO2 (mg/mS) 1.3E-14 6.1E-02 

HjS (mg/mS) O.OE+OO O.OE4OO 



2.2E-01 
5.6E-02 
1.9E-01 
1.2E-04 



i.IE-01 
2.8E-02 
9.4E-02 
2.3E-03 



3.5E-01 
8.7E-02 
2.9E-01 
lJE-03 



3.5E-01 
8.9E-02 
2.9E-01 
O.OE400 



5.0E-01 
1.2E-01 
4.2E-01 
5.6E-05 



l.lE-01 
2.9E-02 
9.4E-02 
l.lE-03 



7.8E-01 
1.9E-01 
6.5E-01 
5.2E-04 



3.5E-01 
8.9E-02 
2.9E-0I 
O.OE4OO 



2.5E-01 
6.3E-02 
2.1E-01 
1.9E-05 



4.6E-02 
1.2E-02 
3.9E-02 
3.7E-04 



4.0E-01 
9.9E-02 
3.3E-01 
1.8E-04 



I,4E-01 
3.7E-02 
1.2E-01 
O.OE400 



50 



1.4E-01 
3.5E-02 
1.2E-01 
l.OE-05 



2.5E-02 
6.4E-03 
2.iE-02 
2.0E-04 



2.2E-01 
5.5E-02 
1.8E-01 
9.4E-05 



7.9E.02 
2.0E-02 
6.6E-02 
O.OE4OO 



100 



9.9E-02 
2.5E-02 
8.3E>02 
7.0E-06 



1.8E-02 
4.5E-03 
1.5E-02 
1.4E-04 



I.6E-01 
3.9E.02 
1.3E-01 
6.6E-05 



5.5E-02 
L4E-02 
4.6E-02 
O.OE-^0 
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Table D-3. Ground-Level Pollutant Concentration with Downwind Distance for 
Selected Oil Fire Scenarios (Concluded) 



Pollutant 
Concentration 



1 



Downwind Distance (km) 
S 10 30 



Scenario #3 Southeast Field 

Soot (mg/mS) 4.1E-30 4.0E-03 

CO{mg/mS) l.OE-30 9.9E-04 

SOa (mg/m») 3.5E-30 3.3E-03 

HjS (mg/m») l.OE-02 3.1E-03 

Scenario #3 West Field 

Soot(mg/m3) 4.4E-15 2.0E-02 

CO (mg/m») l.lE-15 5.2E-03 

SO, (mg/mS) 3.7E-15 1.7E-02 

HjSCmg/mS) 1.9E-01 5.9E-02 

Scenario #3 North Field 

Soot(mg/mS) 2.5E-14 l.lE-01 

CO (mg/mS) 6,5E-15 3.0E-02 

SO, (mg/mS) 2.IE-14 9.5E-02 

HjS (mg/m») O.OE+00 O.OE+OO 

Scenario #4 Southeast Field 

Soot (mg/mS) 1.7E-29 1.6E-02 

CO (mg/mS) 4.2E-30 4.0E-03 

S02(mg/m») I.4E-29 1.3E-02 

HjS (mg/m») 2.5E-03 7.6E-04 

Scenario #4 West Field 

Soot(mg/m3) 1.8E-14 8.3E-02 

CO (mg/m») 4.5E-15 2.1E-02 

S0,(mg/m3) 1.5E-14 6.9E-02 

HjS (mg/mS) 4.7E-02 1.4E-02 

Scenario #4 North Field 

Soot(mg/m3) 1.2E-13 5.7E-01 

CO (mg/mS) 3.3E-I4 1.5E-01 

SO, (mg/m5) I .OE- 1 3 4.8E-01 

HjS (mg/m») O.OE-frOO O.OE+OO 



2.0E-01 
5.0E-02 
1.7E-01 
1.7E-03 



9.8E-02 
2.5E-02 
8.2E-02 
3.3E-02 



5,5E'.01 
1.5E-01 
4.6E-01 
O.OE400 



8.1E-01 
2.0E-01 
6.8E-01 
4.2E-04 



4.0E-01 
KOE-01 
3.3E-01 
8.0E-03 



2.8E+O0 
7.3E-01 
2.3E+O0 
0.0E400 



Trench Burn Scenario ~ 30 km segment (10-km 
Soot (mg/mS) 5.9E-03 2.0E+0I 2.2E+01 
5.9E-03 2.0E401 2.2E+01 
2.0E-03 7.0E400 7.5E4O0 
0.0E4O0 0.0£-M)0 O.OE+OO 



CO (mg/mS) 
SO2 (mg/mS) 
HjS (mg/m3) 



4,5E-01 
l.lE-01 
3.8E-01 
8.2E-04 



9.9E-02 
2.5E-02 
8.2E-02 
1.6E-02 



5.5E-01 
1.5E-01 
4.6E-01 
O.OE4OO 



1.8E-^00 
4.6E-01 
1.5E+00 
2.0E-04 



4.0E-01 
l.OE-01 
3.4E-01 
3.9E-03 



2.8E-fO0 
7.3E-01 
2.3E+00 
O.OE4OO 

"effective* 
1.4E401 
1.4E+01 
4.6E+00 
O.OE-^00 



2.3E-01 
5.7E-02 
1.9E-01 
2.8E-04 



4.1E-02 
l.OE-02 
3.4E-02 
S.3E-03 



2.3E-01 
6.0E-02 
1.9E-01 
O.OE+OO 



9.3E-01 
2.3E-01 
7.8E-01 
6.8E-05 



1.7E-01 
4.2E-02 
1.4E-01 
1.3E-03 



l.lE+00 
3.0E-01 
9.SE-01 
O.OE4OO 

length) 

4,9E400 

4.9E400 

1.6E+00 
O.OE+OO 



50 



1.3E-01 
3.2E-02 
I.IE-Ol 
1.5E-04 



2.2E-02 
5.6E-03 
1.8E-02 
2.8E-03 



1.2E-01 
3.3E-02 
l.OE-01 
O.OE+OO 



5.1E-01 
I.3E-01 
4.3E-01 
3.6E-05 



9.0E-02 
2.3E-02 
7.5E-02 
7.0E-04 



6.2E-01 
1.6E-01 
S.2E-01 
O.OE+00 



2.6E+00 
2.6E4OO 
8.8E-01 
O.OE+00 



100 



9.0E-02 
2.2E-02 
7.5E-02 
l.OE-04 



1.5E-02 
3.9E-03 
1.3E-02 
2.0E-03 



8.7E-02 
2.3E-02 
7.2E-02 
O.OE+00 



3.6E-01 
9.IE-02 

3.0E-01 
2.6E-05 



6.3E-02 
1.6E-02 
5.3E-02 
4.9E-04 



4.3E-01 
1.2E-01 
3.6E-01 
O.OE+00 



1.8E+00 
1.8E+00 
6.2E-01 
O.OE+OO 



Note that 1.7E-29 = 1.7xl0-2»; O.OE+OO = 0; 2.2E+01 » 2.2x10* = 22. 



Because toxicity limits are normally quoted in ppm rathex than mg/m^, it is useful to 
have the following conversion factors: 1 mg/m^ of CO = 0.87 ppm, 1 mg/m^ of SOj = 
0.38 ppm, and 1 mg/m« of HjS « 0.72 ppm. 
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line source as the other pollutant for the nonburning wells show maximum HjS 
levels of about 0.006 mg/m* very near the line. 

For the West Field base-case scenario (#2), downwind concentrations for all 
modeled species are lower by about a factor of two at the point of maximum 
ground-level concentration (Figure D-9). As one approaches the line source, the 
ground-level concentrations fall rapidly from their maximum values at 10 km 
because the plume is still aloft and not mixed down to ground level. 

For the worst-case (#4) scenario, downwind soot concentrations are higher than in 

the base-case scenario (#2) by about a factor of two. For the worst case, H2S 
release from a nonburning well, the HjS concentrations are about 1 mg/m^ near the 
wellhead and drop by about a factor of ten at 1 kiiL 

Smoke Release from Oil Burning in TVenches 

A trench-burning smoke-production scenario was modeled using a trench 3 m deep 
by 3.7 m wide by 80 km long, oriented along the Kuwaiti-Saudi border. Since the 
trench is not normal to the expected wind direction, the trench was broken up into 
three trenches with an "effective" trench length of 10 km normal to the wind 
direction. These three trenches were considered as line sources in the downwind 
dispersion model. Downwind pollutant concentrations for a daytime case for each 
of these trenches are given in Table D-3. Maximum downwind soot concentrations 
are estimated to be about 22 mg/m' at a distance of about 3 to 5 km downwind from 
the trench. Similar CO concentrations are expected with SO2 concentrations lower 
by a factor of three. 

Calculations for a typical nighttime case (clear sky) reveal that the plume remains 
aloft with no measurable concentrations of plume constituents at the ground out to 
50 km. 

Smoke Release from Oil Storage Facilities Leakage 

A Hnal smoke release scenario involves the release and ignition of 15 million banels 
of crude oil stored along the eastern edge of the Southeast (Burgan) Field. In the 
absence of detailed data concerning the specific geographical location and capacity 
of the storage facilities, we have assumed that all the oil is stored at four facilities. 
If all oil were consumed in large pools of about 800 m^ near the storage tanks at 
each of the four locations, we estimate that the fires would bum with extraordinary 
intensity (128 GW) for 6 hours, and smoke plumes would rise at least 7 km above 
the ground. This source term would add a short-term increase to the plume from 
the burning oil wells at the Southeast Field. However, since the plume would be 
injected so high, little contribution would be expected in the atmospheric region 
from ground level to 2 km. 
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2. OPTICAL EFFECTS 



The principal optical effect that would result from well-fire plumes would be 
extinction of light as a result of large airborne soot concentrations. Possible 
additional visibility degradation might result from reaction of volatile hydrocarbons 
in the smoke with oxides of nitrogen to produce aerosol from gas-phase plume 
constituents far downwind, and from oil mist in the vicinity of nonburning well 
blowouts. Visibility reduction for soot concentrations can be estimated using known 
extinction cross sections of soot and assuming some optical path length. An 
estimate of light extinction with distance is given by Beer's Law: 

I/Io = exp(-r), 

where Iq is the incident light intensity and I is the intensity after transit through 
some path length. The exponent value r (the optical depth) is given by 

r ^ ML, 

where B^t is the specific extinction coefficient for soot, M is the mass concentration 
of soot in the path length of interest, and L is the path length. The transmittance of 
light through a path length to an observer can be roughly related to visual range or 
the maximum distance that a distant white object can be discerned from a black 
object through use of the Koschmeider equation: 

= 3.912/(B«t M) , 

where Ry is the visual range. 

We have taken soot concentrations of 0.01, 0.1, and 1 mg/ms and calculated light 
transmittance (I/Iq) and visual range for optical path lengths of 0.5, 1, 5, 10, and 50 
km. For these estimates, we use a soot extinction cross section of 12 m^/g (Janzen, 
1980). The results are given in Table D-4. As can be noted, light extinction and 
corresponding visual range at high (1 mg/m^) soot concentrations will result in 
significant visibility degradation at path lengths less than 500 m. The visual range at 
this soot concentration level is about 0.3 km, and for the less concentrated case of 
0.01, the visual range is about 33 km. These estimates of visual range would 
compare to an estimate of ambient (no smoke) visual range that would probably be 
in the range of 30 to 40 km. Together, Tables D-3 and D-4 can be used to ascertain 
how transmittance and visual range vary downwind of each source. Note, in 
particular, that the trenches are very effective in producing obscuration; the 
calculated visual range at 5 km is 13.6 m! 
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Table D-4. Light Transmission and Visual Range for Expected Soot 
Concentrations and Optical Path Lengths 



Concentration of Soot Transmittance* at Range (km) 



Visual Range 



10.0 
1.0 
0.1 
0.01 



0.000 
0.002 
0.549 
0.994 



0.000 0.000 

0.000 0.000 

0.301 0.002 

0.988 0.942 



0.000 

0.000 
0.000 
0.887 



0.000 
0.000 
0.000 
0.549 



0.033 
0.33 
3.3 
33 



'Fraction of original intensity of light that is encountered at range 



The most dramatic optical effect expected, however, is not visibility degradation in 
the horizontal, but sunlight extinction in the vertical. For the line sources assumed 
here, it is easy to put sunlight attenuation on a quantitative basis. The downwind 
optical depth is given approximately by 



where B^^t' specific extinction coefficient for soot, is assumed to be 12 m^/g 
(Janzen, 1980) in the middle of the visible spectrum; <f> is the elevation angle of the 
sun; and is the column density of soot (the total mass of soot over each square 
meter of surface area integrated vertically from the ground to infinity) in g/m'. 
Assuming constant wind speed over the plume depth and a line source (ignoring end 
effects and wind shear), does not vary as a function of downwind distance. 
Further downwind, the mass is spread over a greater depth, but the same amount of 
mass covers each square meter of surface area. Thus, is a function only of wind 
speed, wind direction, and source characteristics. It can be shown that is just the 
mass of soot put into the air per meter of line source per meter of air that passes 
over the line. Assuming the line source is a burning trench, M^. in g/m> is given by 



where W is the width of the trench in m, EFp is the soot emission factor for pool 
burning, U is the surface wind speed in m/s, e is the angle between the normal to 
the line source and the wind direction, and all other symbols are as previously 
defined. 

For oil fields with burning blowouts, is given by 



T = B^kM^/sin^ , 



= 1000 R W D EFp/(U cos^) , 



Mc = 1000 n, F^ (0.9 EF, + 0.1 EFp)/(I^ U) . 
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where is the number of wellheads burning in the specified field, F» is the 
estimated average blowout flow rate per well for that field in kg/s, EF, is the soot 
emission factor for spray burning, and 1^ is the equivalent line source length normal 
to the wind direction in m. The weighted sum of emission factors results from the 
assumption that 10% of the oil undergoes pool burning. 

Table D-5 gives the optical depth and the sunlight attenuation factors inferred from 
these expressions downwind of the trench and each oil field for each scenario. 



Table D-5. Optical Depths and Sunlight Attenuation'' for Plumes from Each 
Source for Each Scenario at Noonb in Late Januai7« 



£1 



Scenario 
£2 



Trench 
OD 
Atten. 



125.1 
2.1E+54 



125.1 
2.1E+54 



125.1 
2.1E+54 



125.1 
2.10E+54 



Southeast 

OD 
Atten. 



15.1 
3.6E+06 



29.5 
6.5E+12 



13.8 
9.8E+05 



55.2 
9.4E+23 



West 
OD 
Atten. 



2.69 
14.7 



4.20 
66.7 



2.39 
10.9 



9.54 
1.4E+4 



North 

OD - - 13.2 52.7 

Atten. - - 5.4E0+05 7.7E+22 



^ The lunlight fttt«iuation factor it defin«d u th« light level in full sunlight divided by the actual light level. 
Attenuation factors can be put into perspective by noting that the light level in lunlight divided by the light 
level from the fiill moon with the moon in the same position in the sky a* the sun is 6.40E-fOS (6.4x10°). 

b Wind is assumed to b« from 326* at 6m/s (10 knots), and the trenches are assumed to run east and west; the 
wind speed used here is appropriate for eoncUtions at noon. 

^ Sun elevation an^e at noon in late January in Kuwait is about 40*. 



Thus, corridors of darkness up to tens of kilometers wide can be expected under the 
smoke plumes, shown in Figure D-11. In fact, wind shear and di^sive spread in the 

horizontal would increase the affected area downwind, but would decrease the 
severity of the effect somewhat. A more in-depth and detailed consideration of the 
darkness-at-noon phenomenon is certainly warranted. 

Note that with this level of sunlight extinction, the ground-level air temperature 
under the plumes would also drop to near nighttime levels under a cloudy sky. In 
short, most of the same phenomena predicted in a nuclear winter scenario would 
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occur, but on a local and regional scale. In the nuclear winter scenario, average 
hemispheric smoke optical depths of less than 5 were predicted. 




r; ' 'I DOWNWIND 
I '■ -" I PLUME 

0 16 30 

J I 1 

APPROXIMATE KM 



Figure D-11. Map of Kuwait Showing Location of Principal Oil Fields and 
Trenches of Interest. Modeled line sources are shown superimposed 
on the smoke sources and oriented normal to the expected wind 
direction. Expected plume dimensions are shown with dotted lines. 
Note that the plumes are artificially terminated here, but would 
actually continue indefinitely. It is important to note that the 
expected wind direction may not occur on any given day. Hence, the 
areas affected may be quite different from those shown here. 

Both obscuration and darkness would be mitigated by high winds. For the same 
amount of smoke generated, all downwind concentrations are inversely proportional 
to wind speed. Downwind of burning oil pools and trenches, the effects of wind may 
be even more favorable in that only a fraction of the oil surface may bum along the 
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downwind edge. Reductions can be dramatic because optical effects are 
exponentially dependent upon concentrations. Use of wind forecasts in planning 
would seem to be indicated. 

A highly relevant question is how extinction and equivalent "visual" range would 
vary with wavelength. Since many military electro-optical systems operate in the 
infrared rather than in the visible spectrum, it is important to extend the estimates 
to cover that region as well. Unfortunately, not all of the information necessary to 
reach firm conclusions is available to the authors in the time frame of this study. 
Nevertheless, it is possible to place limits on the effects in the infrared relative to 
the effects in the visible. 

The optical properties of soot from the combustion of Kuwaiti crude oil are not 
available. To surmount this difficulty, we used optical properties of a well-studied 
carbon black that are known to be similar to those of liquid hydrocarbon 
combustion soots in the visible range (Janzen, 1980). The properties of this carbon 
black are not known in the infrared either, but those of propane soot are known 
(Dalzell and Sarofim, 1969). Using the optical properties of propane soot and 
assuming that the wavelength dependence is the same for Kuwaiti crude soot 
allowed use of the approximation of Bohren and Huffman (1983) relating the 
optical properties of an aerosol to its specific absorption coefficient and hence, 
facilitated making the required estimates. Using the procedure sketched above and 
taking scattering into account in the visible range (but assuming it is negligible 
relative to absorption in the infrared), one finds that if extinction is normalized to 
unity in the visible (550 nm), then the extinction at 2.5 nm would be 0.258; at 5 ^ni it 
would be 0.132; and at 10 /im it would be 0.046. 

This dependence roughly corresponds to extinction being inversely proportional to 
wavelength as Jennings and Pinnick (1980) calculate (with assumptions) for the near 
infrared. Volz (1972), however, has presented evidence that while some soots 
behave as does propane soot, the extinction from others may be a very weak 
function of wavelength. Jennings et al. (1979) have questioned the techniques used 
by Volz. Nevertheless, Volz' observations are consistent with the fact that the 
variation of optical depth with wavelength of smoke from a jet-fuel fire was found to 
have a relatively weak wavelength dependence (Pueschel et al., 1988). Pueschers 
data can be used to estimate that for this soot, from the near UV to the near 
infrared, extinction was inversely proportional to the wavelength to about the 030 
power. There is evidence that differences in the wavelength dependence of 
absorption for different soots is associated with soot particle size distribution 
(Roessler and Faxvog, 1980; Ottesen, 1991). Since jet fuel and crude oil are 
chemically and physically more similar than crude oil and propane, it seems more 
reasonable to use the wavelength dependence found in Pueschel's data than that 
found in Dalzell and Sarofim's. Using this approach, and extrapolating the 
wavelength dependence to 10 /im, one finds that if extinction is normalized to unity 
in the visible (550 nm), then the extinction at 2J nm would be 0.635; at 5 ^m it 
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would 0.516; and at 10 /un it would be 0.419. We recommend use of these figures as 
conservative estimates but cite the wavelength dependence derived from the 
propane data as a best possible case (least infrared extinction). 

Thus, in the plume regions, the effectiveness of many electro-optical systems 
operating in the infrared region may be severely affected. It is likely, however, that 
radar would be only slightly affected if at all. Predictions on the basis of 
extrapolations from the visible region of the spectrum are that there may be some 
effect at millimeter wavelengths, but not much at longer wavelengths (Doviak and 
2^nic, 1984). Crude calculations suggest that at a wavelength of 1 mm, a radar 
return in the trench plume under anticipated conditions would be attenuated by a 
factor of ten for a target at 1 km. At a wavelength of 1 cm, it would require a 70-km 
horizontal path through the trench plume to produce the same attenuation. There 
would be even less attenuation at longer wavelengths. 

So far, extinction only from particles has been considered. However, especially if 
there are breached wells that are not burning, there will be high concentrations of 
many gaseous species present that have absorption features in the near to middle 
infrared (Kendall, 1966). Specific absorption coefficients for organics in the 
infrared are typically smaller than for soot (Li-shi et al., 1989). In the absence of 
soot, such as downwind of a blowout that is not burning, absorption could be large 
enough to cause serious obscuration at selected infrared wavelengths. Broadband 
electro-optical systems would be less seriously affected because at most wavelengths 
there is little obscuration. However, narrow band electro-optical systems could be 
seriously affected if their wavelength corresponds to a strong infrared absorption in 
one of the organic species present in the oil. A detailed study to assess the 
absorption by organic vapors would require knowledge of the composition of 
Kuwaiti crude (National Research Council, 1985), estimates of individual species 
concentrations, acquisition of available spectroscopic data of the type provided for a 
limited number of species in the HITRAN data base (Air Force Geophysics 
Laboratory, 1989), and specification of the electro-optical systems in use. 
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APPENDIX E 
ECOSTRESSES 



1. TERRESTRIAL ECOSTRESSES - PLANTS 



With regard to the effects of oil spills or of pollutants from burning oil wells on the 
desert environment and vegetation of Kuwait, several fundamental points should be 
remembered. This region is very arid; in the summer months, all vegetation is 
dormant. Oases with subterranean or spring water and irrigated areas are of course 
exceptions because of a continuous moisture supply. Annuals endure the drought as 
seeds, perhaps for several years; perennials frequently are reduced to very dry, 
woody stems or well-protected fleshy, stems with a waxy bloom. All the interior 
areas of Kuwait are very sparsely vegetated with low-growing, spiny, or fleshy- 
stemmed desert shrubs or half-shrubs that are widely spaced. Some areas on the 
tops of ridges, frequently with gravel mantles, are barren of vegetation. Vegetation 
increases with increasing available moisture, as in drainageways. Most of the 2-5 
inches of annual rainfall is in the winter months when there may be a short period of 
vegetative growth, sprouting of perennials, and the rapid completion of the life cycle 
of winter annuals. 

Central and southern Kuwait are quite flat or gently undulating with a slight 
gradient to the northeast. The country is an extensive pediment covered with loose 
or poorly consolidated gravels and sands left from debris-laden streams of the past. 
Many areas are covered with varying thicknesses of wind-drifted sand. There are no 
permanent or even intermittent streams. Instead, the drainage is poorly developed 
and consists of short dry stream beds (wadis) that drain into interior basins only 
when there are occasional severe winter rainstorms. 

Crude Oil Release 

First, consider the effect of the release of crude oil across the surface of the desert. 
Where crude oil covers the surface, all vegetation would be killed both from the 
toxicity and from smothering. Many complex phenomena occur when crude oil 
enters a soil. These include volatilization, runoff, adherence, hydrophobilizing soil 
particles, downward and lateral flow, barriers, vapor diffusion, degradation, and 
effects on groundwater. Some attributes of this desert would lessen the long-term 
effects. The lack of drainage would prevent contamination of a flowing surface 
water supply and would result in shortening the distance over which the oil is 
transported. Each short, temporary wadi would receive any runoff from adjacent 
slopes, and if the release continued for a long enough time, it would direct the crude 
into a local depression. Because the Dibdibba formation of the southwestern area is 
of coarse gravel and sandy strata, often with a pebble surface over sands, the 
porosity would favor absorption and penetration into the soil thereby reducing 
runoff. The bottoms of the wadis, which are aggrading, are filled with a deeper, high 
porosity alluvium of sand, gravel, and even boulders. In this area, there are varying 
thicknesses of windblown sand that is also porous. 
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Typical of most of the desert is the hard pan (gatch) — ^a hard impervious layer at or 
below the surface cemented together by the concentration of calcium carbonate,, 
gypsum, and salts, the extent of which indicates the depth of penetration of past 
rainfall. Surface soils may have been removed by wind erosion exposing the gatch at 
the surface. This impervious layer would stop the infiltration of oil into the subsoil 
and into the groundwater. This would be important in areas of shallow wells that> 
are used for humans or livestock, or even for irrigation. ' 

Where there are large, flat depressions, playas develop that accumulate a soil 
surface of fine silts and clays that are relatively impermeable. After winter rains, 
water stands in these areas until it evaporates or is consumed by livestock or camelsi 
Oil would not penetrate such soils but would accumulate on the surface or float on 
the surface of the water if present. The principal areas of playas are in the north 
between the Rawdhatain and Sabriyah oil flelds and in the southeast around the 
Magwa and Burgan oil fields. The areas around the Manageesh oil Held | farther 
inland are very flat, but lack playas. 

Between the southeastern oil fields and the coast and to the south, there is ai zone of 
former marine deposits with gypsiferous and calcareous hard pans and irregular 
layers of mixed textures partly cemented under the influence of , marine 
groundwater. In the southeastern comer and into the Neutral Zone are large areas 
of beach sand marshes that would be seriously affected by a covering of oil. , 

Because the lack of water is such a serious problem in Kuwait, there should be 
concern about the effect on groundwater. Coastal wells are 3-15 m deep, and rain 
water percolates through the sand to the water table. If such areas were flooded 
with crude oil, soluble products could be carried into the water table and 
contaminate water used for irrigating vegetables, cereals, and palms, or for mixing 
with desalinized water. The Sulebybiyeh groundwater field 15 km WSW of the City 
of Kuwait has been used by the city since 1951. Its water comes from 35Q feet and 
may be safe from contamination. However, ithe Rawdhatain groundwater field j to 
the north along the Basra Road and northwest of the Rawdhatain oil field provides 
great quantities of freshwater used by Kuwait City. It is in a large basin into which 
the winter runoff waters of many wadis converge. Of three main aquifers separated 
by impermeable layers, the upper main one is in the Dibdibba formation of highly 
porous sand and gravel, and it is only 30-60 feet deep. Its waters are a mixture' ,of 
fossil water and recent, annually recharged rainwater. Release of oil into this major 
depression and transport downward through the soil could have veiy serioiis impacts 
on a valuable resource. i 

South of Kuwait City, between the coast and the Burgan oil field, the Ahmadi Ridge 
parallels the coast and gently rises to 385 feet with a crest 5 miles inland! South of J 
Kuwait City are sand dunes that also would riot be affected by an oil release. 
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The long-term course of events involves some speculation* In the upland desert 
plains and steppes of the interior, the high temperatures of the long, hot summers 
would favor maximum volatilization of compounds from the oil. Through the 
porous surface soils of sand and gravel above the bard pan, one would expect some 
improvement by the washing of the occasional winter rainstorms. Although the 
results of reclamation field experiments using soil washing to reclaim pits where oil 
has been burned are not very encouraging (Nash and Traver, 1989), some 
improvement may be possible in desert soils because of the lack of fine organic 
matter, colloids, and fine clays that would retain the oil film. Most of the plant 
species of the desert are winter annuals with highly resistant seeds of great longevity. 
They may lie in the soil for years before they germinate, and many seeds may not be 
affected by the oil. Many desert annuals have a material in the seed coat that 
inhibits germination until there is a supply of water sufficient to leach away the 
inhibitor. This adaptation may be significant in preventing premature germination 
until the soils have been well washed and reduced in toxicity. 

Atmospheric Pollutants 

Secondly, the atmospheric emissions from burning oil released from wells must be 
considered. There is little or no information about the effect on desert plants or on 
the concentrations that would kill vegetation. Most studies measure concentrations 
that result in visible damage to plants as evidenced by leaf spotting, necrosis, or a 
decrease in chlorophyll concentration. Studies are either of long-time ambient 
concentrations as annual averages or short-term experimental dosages. Studies in 
Bratislava using sulfur dioxide as a measure of mixed pollutants (dust, HjS, CI, F, 
and organics) from smelters indicate that annual average concentrations of 0.1 
mg/ms caused serious damage to vegetation (Navara et al., 1978). On the other 
hand, concentrations up to 0.1 mg/m^ have been reported for the Southern 
California Basin with some visible injury but no destruction of the vegetation 
(Darley, 1971). Experimental exposures to 0.5 mg/m^ of sulfate aerosol or 0.3 
mg/m3 of O3 for a short term (4 hours) showed no visible injury to beans (Chevone 
et al., 1986). When they were combined at those concentrations some loss of 
chlorophyll occurred, but not death. Killing of vegetation from smelters in north 
temperate areas has occurred after several years of exposure within a downwind 
area of about two miles (Gajewski, 19S3). 

Figure E-1 shows the results of calculations of the ground-level concentrations of 
SO2 in plumes from the Southeast Field. Cases 1, 2, 3, and 4, are computed for 64, 
100, 58, and 234 burning wellheads. In general, on a short-term basis (hours or 
days), one might expect- visible injury in cases 2 and 4 at distances to approximately 
20 and 50 km and, on a long-term basis (years), some damage for all cases to 100 km 
and beyond. Assuming that concentrations of 0.5 mg/m* have long-term destructive 
effects on vegetation, cases 2 and 4 would produce such effects to distances of about 
20 and 45 km. 
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Figure E-1. SOj Concentrations Versus Distance from Sources for Four Cases. 



Injury is related to rates of absorption and oxidation of sulfur dioxide to sulphite and 
sulfate by the plant. Desert plants have a number of characteristics that reduce 
their sensitivity. Anatomically, they have a waxy coating on leaves and stems 
reducing surface absorption, and under drought stress, the openings in the leaves 
are few and nearly closed, reducing diffusion into the leaf. Leafy structures are 
temporal in many woody plants, and they have minimal surface area. 
Physiologically, desert plants would have lower absorption because of low metabolic 
rates and a minimum of new growth tissues, which are most seriously affected. 
Damage is also reduced under the alkaline conditions in these deserts. No 
vegetation could be more resistant to atmospheric pollutants than the hard, woody, 
spiny, sparse, perennial shrubs of this desert. Although these gaseous plumes may 
be created during the winter period of growth when these desert annuals are more 
susceptible to damage, any effects would be temporary because the large reservoir 
of ungerminated seeds in the ground would not be affected and would reproduce in 
some following winter of abundant moisture. Trials have shown that weedy species, 
which include.many of the genera of the annuals in this desert, are more resistant to 
atmospheric pollution that crop plants. The most sensitive vegetation of the region 
would be the cultivated plants under irrigation and the horticultural plants, 
including shade trees. 
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2. TERRESTRIAL ECOSTRESSES - HUMANS 



Toxicology or Burning Oil Wells 

Burning oil or fumes from a breached well would generate a plume containing a 
number of potentially hazardous components, including carbon monoxide and 
products of incomplete combustion, such as polyaromatic hydrocarbons, sulfur 
dioxide, and heavy metals. The air pollution generated by this source would be 
analogous to the reducing-type of smog occurring in London and Europe when 
adverse weather results in accumulation of sulfur dioxide and particulates from 
wood or coal burning. In one classic episode in London in 1952, 4,000 deaths were 
attributed to acute air pollution of this type. 

As discussed below, the impact of burning oil on human or animal populations in 
Kuwait should be small. The reasons for the relatively small impact are the modest 
concentrations of the more toxic pollutants in the plume and the small target 
populations. It is probable that a small, sensitive subpopulation consisting of the 
elderly, infants, individuals with cardiovascular or pulmonary impairments, and 
some hypersensitive individuals would exhibit clinically detectable symptoms if 
exposed to the plume at optimal distance from the source. Symptoms would include 
irritation of eyes and throat and aggravation of bronchitis and asthma. Depending 
on how long the conditions of acute air pollution persisted, some increase in 
mortality attributable to air pollution would occur. However, the actual increase 
would be small because of the low concentration of contaminates expected to reach 
populated areas. 

Characterization of Plume 

The plume was characterized in terms of content of soot, CO, SOj, and HjS. 
Because the H3S is released from wells in the absence of combustion, the 
concentration of H2S would be inversely related to the concentration of the other 
hazardous components. The volatile components of the oil would be rapidly 
dispersed or would be consumed by fire. The oil also contains some heavy metals 
that would appear in the plume. The most toxic metal is vanadium at about 50 ppm. 
At levels expected in the plume, no toxic effects would be expected. The primary 
effect of the metals would be to catalyze the formation of sulfuric add from SO2. A 
number of volatile hydrocarbons are found in the oil, but these would be rapidly 
dispersed or consumed in the fire. 

The ground-level concentration of pollutants is greatest 10 km from the source 
because the plume has not reached the ground level at distances nearer to the 
source. 
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Target Population 



The 1985 census placed the population of Kuwait at 1,697,301, most of which is in 
coastal cities along the Persian Gulf. There is a small Bedouin population primarily 
in the southern Neutral Zone. The largest dty is Salmya, near Kuwait City. Neither 
Salmya nor Kuwait City would, given prevailing wind conditions, be in the path of 
plumes from the West Field and Southeast Field. 

Agriculture is minimal, although some areas just inland from the coast of the 
Persian Gulf have been identified as potentially viable zones for agriculture. 
Primary stock potentially at risk from the plume would be dairy cattle just outside of 
Kuwait City. 

Assumptions 

In the oil field models, the wells were assumed to be arrayed in a line. However, the 
wells may actually be clumped. Also, each major field was considered individually. 
The possibility of a combination of plumes from various sources was not considered. 
These factors would lead to an underestimating of the contaminant concentration. 
Also, prevailing winds are from the northwest and would cariy the pollution away 
from population centers. However, winds from the south are not unconunon in the 
spring and summer and may occur any time of the year. 

The maximum pollutant concentrations in the plume would occur at 10 km. 
Although major population centers are farther than 10 km from the source, the 
levels considered here are, for the most part, for the 10-km distance. 

Toxic Potential by Pollutant 

Table E-1 shows the ground-level concentrations at 10 km from the source for 

pollutants generated at each of three fields under the four stipulated scenarios for 
daytime conditions. Under the nighttime conditions, lower concentrations are 
expected at ground level. 

Carbon Monoxide. According to the model, the carbon monoxide in the plume 
would be too low to have any effect. At any distance from the source given any 
scenario, the maximum level would be 6.3 ppm. Maximum concentrations 
downwind of the trenches are three times higher. The ACGIH Time Weighted 
Average for an 8-hour exposure of industrial workers is 50 ppm. A study in 
California cities obtained average levels of 10-20 ppms of CO in an 8-hour period. 

SO2 and Soot. These pollutants are considered together because of synergistic 
effects. The highest concentrations of these compounds occur for scenario #4, in 
the plume generated from the North Field where SO, reaches 2.3 mg/m^ (.9 ppm) 
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and soot is 2.9 mg/m^. The maximum concentrations are seen at 10 km and 
diminish at greater distances. 

These maximum levels are about half of the estimated pollution levels seen in the 
London incident of 1952. In the latter, 4.5 mg/ms of particulates occurred with 1.34 
ppm SOj. Therefore, because of the lower pollutant concentration and because 
maximum concentrations would probably not impinge on populated areas, mortality 
at the level in the classic incident in London (4,000 dead) would not be expected. 
However, both concentrations downwind of the trench are nearly ten times higher. 
Hence, combatants unprotected by gas masks are at risk. . 



Table E-1. Summaiy of Pollutant Concentrations at 10 km from Source 



West 
North 
Southeast 
Trench 



West 

North 

Southeast 

Trench 



West 
North 
Southeast 
Trench 



West 
North 
Southeast 
Trench 



Scenario 



.12 

.52 
14 



.11 

.16 
1.7 



.085 

1.1 
12 



.0009 



.00004 



Soot (mg/m^) 

37 
.82 

SO2 (ppm) 
.11 

25 

CO (ppm) 
.80 
1.8 



.10 
.57 
.47 



.003 

.17 

.14 



23 
1.4 
1.0 



H2S (ppm) 

.0021 .0112 



.42 
2.9 
1.9 



.13 
.87 
.57 



.91 
6.3 
4.2 



.00037 



.00058 



.0027 
.00014 
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Analyses of more recent morbidity data have shown correlation of mortality rates 
with air pollution in London and in West Gennany (Wichmann et al., 1989). 
However, some studies have shown no correlation of air pollution with respiratory 
disease, general mortality, or hospital loads (Hompesch, 1989). Recent studies in 
England have indicated that excess mortality may occur when concentrations of 
smoke and SO, reach .75 mg/m' and 25 ppm, respectively (Casarelt and DouUs, 
1986). Wichmann et al. (1988) showed impaired lung function in individuals with 
pre-existing disease at pollution levels of .08 ppm SO3 in a 1987 air pollution 
episode. The levels of the pollutants in the plumes would be, therefore, high 
enough to affect human health. 

The levels of SO, and particulates associated with increased mortality may occur in 
the vicinity of the northern wells in scenario #4 and may feasibly be obtained at 10 
km from the southeastern wells in scenario #2. The plumes do not threaten major 
population areas at these distances, and the numbers of individuals involved would 
require further analysis, but there may certainly be some deaths of sensitive 
individuals. 

The increased mortality is the result of the SO,, which irritates the upper respiratory 
tract (URT), slows tracheo-mucous clearance and increases the excitability of 
bronchiolar smooth muscle. Animal studies have shown bronchiolar effects at 10 
ppm for 18 days in rats and at 1 ppm for 1 year in dogs. However, in the form of 
sulfuric acid, increased airway responsiveness is seen at levels as low as .03 ppm. 
Pre-existing respiratory disease greatly increases the sensitivity to these pollutants. 
Humans show increased bronchiolar responsiveness to 5 ppm of SOj. However, 
similar responses of asthmatic patients occur at 5 ppm (Sheppard et al., 1981). 

Carcinogens. The risk from increased incidence of cancer depends on how long the 
pollution persists. Burning fuel contains a number of known carcinogens such as 
polyaromatic hydrocarbons and heavy metals, such as nickel. Increased instances of 
lung cancer are seen in areas of consistent air pollution from burning wood or coal 
(Chapman et al., 1988). Increased cancer has also been reported in firefighters 
(Heyer et al., 1990). 

In the scenarios in Kuwait, the exposure time, even considering the possibility that 
the fires would take months to extinguish, would be relatively short, and the 
pollutant concentration would be low. Any increase in cancer incidence would be 
imdetectable by current statistical methods. 

Hydrogen Sulfide. Hydrogen sulfide is a poisonous gas that causes death by 
asphyxiation and inhibition of cellular respiration. Approximately 6% of the victims 
overcome by hydrogen sulfide and presenting at hospital emergency rooms die. The 
presence of hydrogen sulfide is a major hazard at oil refineries and textile 
manufacturers and in agricultural settings where manure is stored in enclosed areas. 
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Health effects have been reported at as low as 20 ppm, primarily as irritation of the 
eyes (Arnold et al., 1985). At 150 to 250 ppm, bronchitis and pulmonary edema 
occur. At 500 ppm, headache and nausea are expected, with sudden death possible 
at levels above 500 ppm. Levels of 4-5 ppm have been measured within oil 
refineries. The Threshold limit Value is 10 ppm for hydrogen sulfide. 

Data on the effects of chronic inhalation of hydrogen sulfide are limited, although 
chronic pulmonary edema has been reported at 35 ppm. In rats, teratogenic effects 
are seen at 100 ppm. Digestive disorders have been reported in animals at 15 
mg/kg/day. All of these effects occur at levels well in excess of predicted exposure. 

The levels of hydrogen sulfide in the plume from the oil are negligible. Even as 
close as .3 km from the source, no clinical symptoms would be expected from 
inhalation of the plume. The highest concentration of hydrogen sulfide is .32 ppm at 
1 km in scenario #4. This would result only in a detectable odor (threshold of .1 
ppm). 

Conclusions 

The primary toxicological effect would be a possible increased mortality in a small 
sensitive population from inhalation of sulfur dioxide and particulates. Because of 
the low exposure level and the small target population, the increased mortality may 
not be obvious except by retrospective analysis. Downwind of the trench, however, 
short-term exposures to soot and SO, would result in appreciable impact to the 
respiratory system of personnel without protective apparatus. 

Quantification of risk in terms of deaths per 100,000 exposed would require 
additional information on population distribution and the effects of combined 
plumes from various sources. Combined pollutant concentrations from various 
sources would have to be considered. 

3. MARINE ECOSTRESSES 

Based on information we have received, a 20-million-barrel crude oil spill to the 
Persian Gulf is possible near Kuwait's coast. Ten million barrels could be released 
in the first 24 hours followed by another 10 million in the next 36 hours. The 
potential source is a combination of tankers and on-shore storage tanks located near 
Kuwait's coast. The magnitude of this potential oil spill exceeds, by a factor of five, 
any previous oil spill. Such an oil spill could disrupt the important fishing industry 
in the Gulf, shut down water desalination plants in Kuwait, Saudi Arabia, Bahrain, 
and Qatar that supply a large share of the area's water, and cause long-term damage 
to the Gulfs ecology. 
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Previous Oil Spills 

The ten largest previous world oil spills, and the Exxon Valdez spill, are listed in 
Table E-2 {WoHd Almanac, 1990): 



Table E-2. Ten Largest Oil Spills 



Name. Location Year Barrels 

IxtocI, southern Gulf of Mexico 1979 4,000,000 

Nowniz, northern Persian Gulf 1983 4,000,000 

Atlantic Empress & Aegean Captain 1979 2,000,000 

Castillo de Beliver, South Africa 1983 1,800,000 

Amoco Cadiz, France 1978 1,600,000 

Torrey Canyon, England 1967 900,000 

Sea Star, Gulf of Oman 1972 800,000 

Urquiola, Spain 1976 700,000 

Hawaiian Patriot, northern Pacific 1977 700,000 

Othello, Sweden 1970 600,000 

Exxon Valdez. Alaska 1989 260,000 



The first two, Ixtoc and Nowruz, were offshore wells that released oil over several 
months; the others were tankers that released oil over a few days. The Exxon 
Valdez spill was relatively small but had a cleanup cost estimated at $2B. 

The Nowruz spill is of particular interest because it was in the Persian Gulf. We 
have been unable in the short term of this project to obtain accounts of scientifically 
determined quantitative effects from this spill, but news articles {Newsweek, 1983; 
and Aviation Week and Space Technology, 1983) reported a paralyzed shrimp 
industry and suspended operation of two Saudi desalination plants. Damage from 
this spill was probably minimized because it was in the northeastern part of the Gulf 
and a combination of northwesterly wind and currents carried the oil down the 
Iranian coast away from the Saudi coast, Qatar, and Bahrain where several water 
desalination plants are located. In a study of natural Gulf circulation, Pickett et al. 
(1984) point out that a spill near Kuwait would follow currents down the Saudi 
Coast and endanger the desalination plants. 

Gulf Description 

An oil spill in the Persian Gulf would be relatively serious because the Gulf is small 
and shallow, has slow circulation, and is very biologically productive. It is 500 miles 
long, 125 miles wide, and 300 feet deep at its deepest. Most of the Gulf is less than 
100 feet deep, and much of its area near Kuwait, the Saudi coast, Quatar, Bahrain, 
and the UAE is less than 50 feet deep (Pickett et al., 1984). Currents provide a 
complete water change in roughly 3 years (Encyclopedia Britanica, 1982; Pilson, 
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1990). Slow circulation would make it difficult for the oil to disperse and would 
make it difficult for organisms from outside the Gulf to help reestablish lost species. 
On the other hand, relatively warm Gulf temperatures and high sunlight accelerate 
biodegradation and photochemical degradation of some oil spill components 
(Pilson, 1990; Burns, 1990). Because of its warm shallow waters, which receive 
nutrients from the Shatt Al-Arab, the Gulf is a very productive marine life area. 
The Arabian Sea, which includes the Gulf^ is the highest marine life productivity 
area in the world (Bums, 1990). 

Oil Spill Fate 

We estimate that a 20-million-barrel spill can spread to cover an area 50 miles wide 
(nearly half the width of the Gulf) based on a very simple spreading algorithm from 
Fay (1971). It will probably travel south along the Saudi coast according to natural 
circulation studies by Pickett et al. (1984). NRC (1985) discusses potential fates of 
the oil spill and effects on marine life. Roughly half the oil will evaporate (the 
lighter, more volatile constituents), some will dissolve, some will be suspended as 
droplets, some will form a floating water-oil emulsion, and some will form fairly 
inert globs that initially float but gradually settle. The parts that dissolve or form 
small suspended droplets will be oxidized by biological or photochemical processes 
rather quickly (a few days) into other organic compounds (effect on marine life is 
presently unknown) carbon dioxide and water. The part that evaporates will be 
photochemically oxidized in the atmosphere. The part that settles will remain in the 
Gulf sediments for a very long time. The globs that settle contain mostly heavy oil 
compounds but also contain dissolved lighter compounds. 

Possible Effects 

Dissolved hydrocarbons are toxic to marine life and can cause some species to die 
over a short period of time. Toxicity is variable depending on species, 
developmental stage, and physical conditions. NRC (1985) lists lethal 
concentrations for some mollusk and crustacean larvae that range from 0.05 to 25 
mg/L. If we use 1.0 mg/L as a lethal concentration, assume that 1% of the oil 
dissolves (this is a very rough guess) and assume that the Gulf is 50 feet deep, the 
20-million-barrel spill could create a lethal area for mollusk and crustacean larvae 
30 miles in diameter. Toxic conditions would probably last for a few days at most 
because the dissolved oil would be rapidly degraded. 

Oil sediments, on the other hand, will persist for a long time and will enter the food 
chain through species such as shrimp, which feed on the Gulf bottom. Thus, there is 
the potential for long-term fishing industry disruption as well as general ecological 
disruption. Unfortunately, we are unable to quantify long-term effects at present. 
Models exist that attempt to project the fate of an oil spill and predict consequences 
to marine life and the marine ecology (Reed, 1990). Such a model can be 
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implemented in two to three months and may give a more quantitative view of 
possible effects than we have now. 

The Gulfs Fishing Industiy 

The Gulfs fishing industry is fairly important. Table E-3, extracted from Unwin 
(1989), shows fishing industiy statistics for the region: 



Table E-3. Production and Consamption Data for the Gulf Region 

Fish and Shrimp Percent of 

Country Metric Tons Consumption KgPgrCapita 

Qatar 2,700 17 7.3 

Bahrain 7,900 33 22.5 

Kuwait 8,700 25 ^4.4 

UAE 85,000 100 53.1 

Saudi Arabia 45,000 50 3.2 



Desalination Plants 

Water desalination plants are also very important. Table E-4, extracted from Unwin 
(1989), shows desalination statistics. 



Table £-4. Desalinated Water Products: The Gulf 



Country Desalinated W ater in GPP gPDper Capita 

Bahrain 30,000,000 85 

Kuwait 96,000,000 (88% of use) 48 

Saudi Arabia 570,000,000 41 

There are three common types of desalination plants: reverse osmosis, flash 
evaporative, and ion exchange. All three will pass the light components of crude 
through with the desalinated water. Both the reverse osmosis and ion exchange 
types will get clogged by the heavier components of crude. Reverse osmosis plants 
are expected to clog in one to a few days depending on the concentration of oil. 
Their membranes can be cleaned using detergent in a roughly one week operation 
(Taylor, 1991). 

Protecting desalination plants may be effective in keeping out floating oil, but not 
oil dissolved or suspended in the water column. Placing a ring of skirted booms 
around the plant inlet with a second ring of oil absorbing booms should keep most 
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of the floating oil out of the plant inlet Placing vacuum trucks on barges inside the 
boom ring to skim floating oil will increase protection. This plan was suggested by 
Plotts (1991). 

Power plants located near desalination plants depend on desalination for cycle 
makeup water. They are cooled directly by ocean water and do not depend on 
desalination plants for cooling. Oil in the cooling water will have little effect on 
performance, but losing the supply of makeup water, roughly 8 gal/h-MW (Hudson, 
1991), will stop operations. 

Oil Spill Treatment 

It is possible that the oil spill will be ignited. Burning the oil is probably better for 
marine ecology than not burning it because burning helps remove the most volatile 
oil compounds that are the most soluble in water and hence the most toxic. 
Dispersants, while effective in deep water, should not be used in the shallow Gulf 
water or over reefs because they are more toxic than the oil (Eisler, 1975; Bums, 
1990). 
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This Page is Intentionally Left Blank 



NOMENCLATURE 



Abbreviations and Symlwls 



AD 




Aerodynamic Diameter 


AMU 


= 


Atomic Mass Unit 


bbl 


= 


barrel 


b/d 




barrels per day 




indicates normalized variable 


exp 


— 


base of natural logarithm (e) 


g 


= 


gram 


gal 




gallon 


GJ 


= 


gigajoules (10^ joules) 


GOR 




Gas-to-Oil Ratio 


GW 


= 


gigawatt(10o watts) 


h 




hour 


K 


— 


Kelvin temperature scale 


kg 




kilogram 


km 




kilometer 


1 


= 


liter 


In 


= 


natural logarithm 


m 




meter 


Mbpd 




million barrels per day 


mg 




milligram (10-s g) 


MJ 


= 


megajoule (W joules) 


/iin 


= 


micrometer (10-6 m) 


micron 




micrometer (10-^ m) 


min 


s 


minute 


mm 




millimeter 


MMD 




Mass Mean Diameter 


nm 




nanometer (10-^ m) 


PDF 




Probability Density Function 


ppm 




part per million 


R 




gas constant (1.987 calories/mole-K) 


s 




second 


scf 




standard cubic feet 


URT 




Upper Respiratory Tract 


z 




vertical coordinate 



Acronyms 

ACGIH = American Conference of Governmental Industrial Hygienists 
IPSA - Iraqi Pipeline to Saudi Arabia 

PCGC-2 = Pulverized Coal Gasification & Combustion in 2 dimensions 
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Variables 



A 

C 

Q 

d 
D 

Di 

Dio 
EF 

c 

Fw 

h 

H 

I? 
k 
L 

U 
M 

Mp 
n 

q 

Q 

Qh 
r 

R 

Rb 
R. 

t 

T 



U 

Vb 



area of pool (m^) 

extinction cross section (mVg) ' ; 

empirical coefficient (value of 10 to 15) 

concentration of i**» component 

ground -level concentration of pollutant (g/m') 

droplet diameter (^m) 

density conversion factor (m^ of oil to kg of oil) 
diffusion coefficient for i^^ component (cm^/s) 

10% passing grain size for sand (mm) | ; 

pollutant emission factor (kg/kg) 

parameter used as an exponent 

estimated blowout flow rate per well (kg/s) 

thickness of oil slick (m) | 

height (m) 

viscosity (centipoise) 

permeability (mm/s) 

depth of trench (m) 

equivalent line source length normal to wind direction (m) 
mass density (g/ms) 

column density (g/m3) i , ' 

droplet mass (g) 

pollutant production rate (kg/s) ' 
integer i 
number of wellheads burning in a given field ' 
elevation angle of the sun (degrees) ' 
source release rate (g/m-s) 

flow rate (m*/s) | 
heat output rate (MW) 
radius (m) 
burning rate (m/s) 

radius of burning portion of oil slick (m) | i , 

radius of oil slick (m) 
visual range (km) 

vertical dispersion parameter (m) \ 

time(s) I 
temperature (usually Kelvin) 

optical depth (dimensionless) , 
angle between the normal to a line source and the wind direction 
(degrees) ■ 
surface wind speed (m/s) 

burn rate of oil slick (mVs) , 
rate of oil spill (ms/s) ! . 



4 

a: 



molar volume (cm'/mole) 
volume (m3) 
width of trench (m) 
dimensionless variable 
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